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Tt tive for the year. 


momen of associations of State officials and of regional 
rganizations and library ee studies, manuals, 
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the price and pertinent bibli 
an titles Fo in names of 
The Li of 


permanent col one 
c not selected 
temporarily 
re collection in the Serial 
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two volumes. 


A few ca of Publications. auch, as college and universi 
» additions, slip laws, and certain ephemera 
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ted to those ch reason of their 
or series title appear sg be official lications of the 


university ty. 


The publications listed are not distributed Library of 
Congress but may be obtained in most instances pes 
issuing them. 
with the 987 edition, a sub, 

e volume 
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7418 
ALABAMA. AGRICULTURAL EXPERIMENT STATION 
Auburn. Annual report. 1987. [Auburn] 
26 p. ill. 


sc85-4458 
experiment stations--Alabama- 
-Auburn 


ALABAMA. DEPT. 0 OF PUBLIC 
ACCOUNTS. [Report of examination of 
Alabama Board of Funeral Service, State o 
Montgomery. 1985/86. Montgomery. 


: Report year ends Sept. 30. 
Auditing--Alabama 


7420 
ALABAMA. DEPT. OF EXAMINERS OF PUBLIC 
ACCOUNTS. [Report of examination of] 
Alabama Emergency Management Agency, State 
of Alabama, Montgomery, October i, 1984 
hrough January 19, 1987. Montgomery 
1988] A-D, 22 p. 


Auditing--Alabama 


7421 
ALABAMA. DEPT. OF EXAMINERS OF PUBLIC 
ACCOUNTS. et of examination of 
Alabama Securities Commission, State o 
Alabama, Montgomery, October 1, 1985 
through September 30, 1986. Montgomery 
[1988] A-B, 15 1. 


Auditing--Alabama 


7422 
ALABAMA. DEPT. OF EXAMINERS OF PUBLIC 
ACCOUNTS. [Report of examination of] 
Alabama Senior Citizens Hall of Fame, 
State of Alabama, Montgomery, October 1, 
1984 through September 30, 1986. 
Montgomery [1988] A-C, 12 1.” 


Auditing--Alabama 


7423 
ALABAMA. DEPT. OF EXAMINERS OF PUBLIC 
ACCOUNTS. Peeguet of examination of] Board 
of Registration for Foresters, State of 
Alabama, Montgomery, October 1, 1984 
through September 30, 1986. Montgomery 
{1988] A-C, 


Auditing--Alabama 


7424 
ALABAMA. DEPT. OF EXAMINERS OF PUBLIC 
ACCOUNTS. [Report of examination of] bond 
indebtedness, State of Alabama, 
Seung October 1, 1985 through 
ee 0, 1986. Montgomery [1988] 
p. 


Auditing--Alabama 
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1425 
ALABAMA. DEPT. OF EXAMINERS OF PUBLIC 
ACCOUNTS. [Report of examination of] bond 
indebtedness, State of Alabama, 
Montgomery, October 1, 1986 through 
po gy 30, 1987. Montgomery [1988] 
-D, 41 p. 


Auditing--Alabama 


ALABAMA. DEPT. OF EXAMINERS OF PUBLIC 
ACCOUNTS. [Report of examination of] 
Department of Agriculture and Industries, 
State of Alabama, Montgomery. 1984/86. 
Montgomery. A-C, 39 p. 

eport year ends Sept. 30. 


Auditing--Alabama 


1427 
ALABAMA. DEPT. OF EXAMINERS OF PUBLIC 
ACCOUNTS. [Report of examination of] 
Department of Education, State of Alabama, 
Montgomery. 1985/86. Montgomery. 


A-C, 35, 4 p. 
Report year ends Sept. 30. 
Auditing--Alabama 


7428 

ALABAMA. DEPT. OF EXAMINERS OF PUBLIC 
ACCOUNTS. [Report of examination of] 
Geological Survey of Alabama and the State 
Oil and Gas Board, State of Alabama, 
Montgomery. 1985/86. Montgomery. 
A-B, 23 p. 

Report year ends Sept. 30. 


Auditing--Alabama 


7429 
ALABAMA. DEPT. OF EXAMINERS OF PUBLIC 
ACCOUNTS. [Report of examination of] 
Historic Blakeley Authority, Blakeley, 
Alabama, October 1, 1984 through 
30, 1986. Montgomery [1988] 


Auditing--Alabama 


7430 
ALABAMA. DEPT. OF EXAMINERS OF PUBLIC 
ACCOUNTS. [Report of examination of] major 
disaster claim submitted by Department of 
Public Safety, State of Se et 
PA) no. 000-92020, F 42- 
DR-AL. Montgomery [1987] A-B, 2 1. 


Auditing--Alabama 


7431 
ALABAMA. DEPT. OF EXAMINERS OF PUBLIC 
ACCOUNTS. [Report of examination of] 
Treasurer's Office, State of Alabama, 
Montgomery, December 16, 19 through 
July 22, 1987. Montgomery [1988] A, 3 1. 


Auditing--Alabama 
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7432 
ALABAMA. FORESTRY COMMISSION. Annual 
report. 1986/87. [Montgomery] 32 p. ill. 
72-622930 


Forests and 


ALABAMA. GEOLOGICAL SURVEY. 
Resources Division. Aquatic invertebrates 
in o abama, by 
with contributions by 
ley tere J. Tennessen, 
and Patrick E. O'Neil. qd for U.S. 
Dept. of the Interior, (pre ce Surface 
Mining. Tuscaloosa, 1987. vi, 303 p. 
(Geological Survey. Bulletin 127) 
Available from: Publications Sales 
Office, P.O. Box 1424, Tuscaloosa, AL 
35486-1424. 
88-620721 


Aquatic invertebrates--Alabama 


7434 
ALABAMA. UNIVERSITY OF ALABAMA 
University. Alabama State Museum 


-Tombigbee ‘Waterway 
Area, Alabama, by Eugene M. Futato. 
Submitted to U.S. Army Corps of Engineers, 
Mobile District. University, 1987. 


iv, 40 
p.: COESAM/PDER-87/009. 
Archaeological surveying--Alabama 
7435 


ALABAMA. UNIVERSITY OF ALABAMA 
iversity. Jabana State Museum o 


of 
esearc e, 
Black Warrior River, Alabama, by Tim S. 
Mistovich. Contributions by C. 
{and others] Submitted to 

a“ Corps of Engineers, Mobile District: 
fy 1987. 210 p. ill. (Report 

COESAM. 


surveying--Alabama-- 
Northport 


po 
Excavations (Archaeology)--Alabama-- 
Northport 


ALASKA 

Since Alaska publications are printed 
in limited tities, the Alaska State 
Library distributes depository collections 
of them for out-of-state library service 
to the Library of Congress, the National 
Libr of Canada, the Center for a 
Libraries in Chicago, the Was on Sta 
Library am, Olympia, the Seattle Public 
Library, and the University of Washington 
Library in Seattle. 


7436 
ALASKA. AGRICULTURAL AND FORESTRY 
EXPERIMENT STATION, The 
economics of barley P uction in the 
Junction area Of nterior Alaska, by 
Lewis, Edward L. Arobio, 


and 
Cathy A. A. Pirklid. [F {Fairbanks] 1987. 19 p. 


ka 
Agriculture--economic aspects--Alaska 


7437 
ALASKA. AGRICULTURAL AND FORESTRY 
EXPERIMENT STATION, faarbanks. Effects o 
potassium, sulfur, rate, an 
nitrogen source on bromegrass forage — 
and ea by Winston M. Laug 
Glenn R. Smith, and Mary Ann peters. 


pair panks] 1987. ii, 56 p. ill. 
Bulletin 7 


Brome-grass--Alaska 


1438 
AND 

q uence 
of nitrogen rate, nitrogen source, and 
phos let rate on native bluejoint grass 
ield and composition on the Lower Kenai 
eninsula, by Winston M. Laughlin, Glenn 
R.Smith, and Mary Ann Peters. [Fairbanks] 
1987. 10 p. (Bulletin 76) 


Grasses-—Alaska 


7439 
EXPERIMENT STATION, Fairbanks. Weed 
control in annual strawberries grown with 
plastic mulch: efficacy, phytotoxicity, 
and soil Se studies, by Martha 
Farris Jeffrey S. Conn. [Fairbanks] 
1987. 28 p. (Bulletin 75) 


Strawberries--Alaska 


ALASKA. ALASKA MARINE HIGHWAY [sveren) 
Alaska marine highway schedule, fall, 
winter, October 1, 1987 through 
May 15, 1 n. 19 p. ill. 


Ferries—-Alaska 


ALASKA. ALASKA PERMANENT FUND CORPORATION 
Annual report. 1987. [Juneau] 46 p. ill. 

81-642459 
Finance, Public--Alaska 


1442 
ALASKA. BOARD OF GAME. Alaska 
miscellaneous game regulations. Nos. 7-8; 
1986-87. [Juneau] 2 v. 


Game protection--Alaska 


1443 
BOARD OF GAME. Alaska trapping 
eae no. 28; regulations effective 
987-—June 30, 988 [compiled and 
dy Robert A. Hinman. Juneau, n. d.] 


in cooperation with the Dept. 
of Fish and Game. 


Trapping--Alaska 


680 
q 
] 
¥ 
7440 
7 
7441 
a 


1444 
ALASKA. COMMERCIAL FISHERIES ENTRY 
COMMISSION. Changes in the distribution of 


ermit ownership in Alaska's limited 
isheries. 1975/1986. Prepared by E. 
Sismeterd. ‘and B. Hart. Juneau Xx, 265 p. 
ill. (Report no. 87-7) 


86-641191 
Fish and game licenses--Alaska 
Fisheries--Alaska 


7445 
ALASKA. COMMISSION ON POSTSECONDARY 
rogram: program description, questions 
(Juneau, n. d.}] 28 p. 


Student loan funds--Alaska 


1446 
ALASKA. COMMISSION ON 
EDUCATION. Student financial aid pro : 
annual report. 1986/87. poy vi, 
75-648368 


Student aid--Alaska 
Education, Higher--Alaska 


1447 
ALASKA. DEPT. OF ADMINISTRATION. Di 

of Finance. Annual financial re 

3 “Alaska. 1986/87. [Juneau] x, 194 p. 


Report year ends June 30. 
75-646776 
Finance, Public--Alaska 
Expendi 


tures, Public--Alaska 


7448 
ALASKA. DEPT. OF EDUCATION. Alaskan 
sketches: a six part 
teac uglas 
ciates. Juneau, c1987. 


Television in education--Alaska 
Social history--study and teaching--Alaska 


7449 

ALASKA. DEPT. OF FISH AND GAME. Alaska 
game management units, indicating 
approximate oundaries of areas listed in 
aska hunting and trapping regulations. 
Juneau, n.d.] col. maps on sheet 

x 61 cm. fold to 10 x 23 cm. 

On cover: Map Valid July 1, 1984. 


Wildlife management--maps--Alaska 


7450 
ALASKA. DEPT. OF FISH AND GAME. Habitat 
Ghatantka Placer mining in 
a a River system, 1980-1986 y Alen 
H. Townsend. Juneau, 1987. vii, ay 4 ill. 
(Technical report no. 87-2) 


Hydraulic mining--Alaska 
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Water quality--Alaska 


7451 
DEPT. OF FISH AND GAME. 


ALASKA. 
Division. Water quality and a 
assessments Goldstre Creek 


drainage, by Phyllis K. Weber 


H. Robus. Prepared for Tanana Chiefs 


Conference. Juneau, 1987. vii, 54 p. ill. 
(Technical report no. 87-3) 


--Goldstream Creek 


ALASKA Alaska time 
distribution handbook 
ri, i Juneau, 1987] 53 p. 


Government paperwork--handbooks, manuals, 
etc.--Alaska 


7453 
ALASKA. DEPT. OF LABOR. 
Anal. on. Nonresidents working 


re by Betsy Jensvold 
Migrant labor--statistics—-Alaska 
Social security—-statistics—-Alaska 
Labor supply--statistics—-Alaska 


7454 
ALASKA. DEPT. OF TRANSPORTATION AND PUBLIC 
use p 


[Juneau] 16, 27, 23, 25 1 


7455 
oS DEPT. OF TRANSPORTATION AND PUBLIC 
Deadhorse Airport r plan 
byl Qua Engineering, Inc. [Juneau] 
various pagings. ill. 


anning--Alaska 
-Alaska 


7456 


ALASKA. DIVISION OF COMMERCIAL FISHERIES. 
1983 Bristol Bay salmon sp.) 
- a compilation of catch, 
weerre data, by Henry J. Yuen and 
Michael L. Nelson. Anchorage, 1987. 
116 of Fish and _ Game. 
ta report no. 191) 
mited 
74-648226 


Salmon-fisheries--Alaska 


7457 


ALASKA. DIVISION OF COMMERCIAL FISHERIES. 
1987 commercial _ season summary. 
(Juneau, 1987] 11 1 


Salmon-fisheries--Alaska 
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7458 
ALASKA. DIVISION OF COMMERCIAL FISHERIES. 
size of 


1986. vi, 79 p. 
and Game. ADF&G 
technical data report no. 190) 
Limited distribution. 
74-648226 


Chinook salmon--Alaska 


7459 
ALASKA. DIVISION OF COMMERCIAL FISHERIES. 
Abundance, age, sex, and size of salmon 
{Oncorhynchus sp.) catches and escapements 
e Kuskokwim area, 1984, by Daniel C. 
Huttunen. Bethel, 1986. vii 31). 
Dept. of Fish and Game. ADF&G technical 

ta report no. 186) 
Limited 


74-648226 
Salmon-~Alaska 


7460 
ALASKA. DIVISION OF COMMERCIAL FISHERIES. 
Abundance, age, sex, and size of sockeye 
salmon (Oncorh nchus_nerka Walbaum) 
catches and escapements in southeastern 
Alaska in 1985, by Scott A. McPherson and 
Andrew or. Juneau, 1986. 
. of Fish and Game. 

report no. 188) 
74-648226 


Sockeye salmon--Alaska 


461 

ALASKA. DIVISION oF COMMERCIAL FISHERIES. 
Age, sex, and size composition of Pacific 
herring (Clupea ,haren us lasi) from 
eastern Bering coas s sites, 
Alaska, 1985, 

D. Craig Whitmore and Gen done. 
Anchorage, 1986. vi, 63 p. mu: (Dept. of 
Fish and Game. ADF&G technical data report 


no. 
distribution. 
74-648226 
Herring--Alaska 


7462 


ALASKA. DIVISION OF COMMERCIAL FISHERIES. 
Coded-wire tagging of wild coho salmon 
(Oncork rnc hus stocks in 

-1985, by Leon D. 
Koerner. Juneau, 1987. 
(AFD&G technical data 218) 

Limited distribution. 


74-648226 
Coho salmon--Alaska 


7463 


ALASKA. DIVISION OF COMMERCIAL FISHERIES. 
Copper River salmon 
enumeration studies, 1984 198 % by 
James Brady. Cordova, 1986. sr 48 il 
bom of Fish and Game. ADF&G techi cal 
ta report no. 183) 
Limited distribution. 


Salmon--Alaska--Copper River 


ALASKA. DIVISION OF COMMERCIAL . 
Feasibility of using scale pattern 
analysis to identify the origins of chum 
salmon in Yukon River fisheries, 1986, by 
John A. Wilcock. Juneau, 1987. vi, 36 p. 
ill. (Technical fishery report no. 87-02) 


Chum salmon--Alaska--Yukon River 


7465 

ALASKA. DIVISION OF COMMERCIAL FISHERIES. 
Origins of sockeye salmon in the fisheries 
of Upper Cook Inlet in 1984 based on 
analysis of scale patterns, by Beverly A. 
Cross, William E. Goshert, and Debbie _L. 
Hicks. Juneau, 1987. x, 120 p. ill. 
(Technical fishery report no. 87-01) 


Sockeye salmon--Alaska 


ALASKA. DIVISION OF COMMERCIAL FISHERIES. 
Red king crab, Paralithodes camtschatica, 
explorations around the Kodiak 
the history and results 
1971-19 by Richard Peterson [an 
others] Kodiak, 1986. xv, 447 p. ill. 
Sat. of Fish and Game. ADF&G technical 

report no. 189) 

Limited distribution. 

74-648226 

Alaskan king crab--Alaska 


ar 
ALASKA. DIVISION COMMUNITY 
Cenaliulriit ement pro 
effective March 1985. el, Cenali riit 
Coastal District [1985] various 


i 
88-620712 
Coastal zone management--Alaska 


7468 

ALASKA. DIVISION OF GAME. gare 

regulations, effective dates 1987- 

June 30, 1988; no. 28, governin 

recreational, subsistence, and commerci 

ae of i Alaska's wildlife. (Juneau, n. d.] 
p. > 


Hunting--Alaska 


2 
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7469 
ALASKA. DIVISION OF GAME. Annual report of 
1987. Compiled and edited by $ Sid 
O.Morgan. [Juneau] 4 v. 
At head of title: Federal aid in 
wildlife restoration. 
Contents.--pt. 1. Bison.-- 3. Elk.-- 
a. 4. Black bear.--pt. 5. Brown/grizzly 
a 


r. 
76-6444248 
Wildlife management--Alaska 


7470 

ALASKA. DIVISION OF GEOLOGICAL AND 
GEOPHYSICAL SURVEYS. Hydrologic 
reconnaissance of the North Fork Kuskokwim 
River Basin, Alaska, 1983-84, by E. J. 
Collazzi and R. R. W. Ireland. Juneau 
1987] map on sheet 84 x 114 cm. (Report of 
87-8) 


Hydrology--maps--Alaska 


ALASKA. DIVISION. “OR ROL AND 
GEOPHYSICAL SURVE 
reconnaissance of River Basin, 
Alaska, 1983-84, E. J. Collazzi. 
Juneau, 1987] m - a neat 92 x 114 cm. 
of investigations 87-10) 


Hydrology--maps--Alaska 


7472 

ALASKA. DIVISION OF GEOLOGICAL AND 
GEOPHYSICAL SURVEYS. Hydrologic 
reconnaissance of the Tuluksak River 
Alaska, 1983-84, by E. J. Collazzi 
Maurer. Juneau, 1987] map on 
cm. (Report of 

87-9) 

$2.00. 


Hydrology--maps--Alaska 


1473 
ALASKA. DIVISION OF TELECOMMUNICATIONS. 
Alaska State Libraries telecommunications 
system: a report on current use and future 
applications. [Juneau] 1987. 47, 12 1. + 


Library information networks--Alaska 
Telecommunication in libraries--Alaska 


7474 
ALASKA. DIVISION OF TOURISM. Alaska and 
Canada's Yukon: 1988 official vacation 
planner. [Juneau, n. d.J 115 p. ill. 


Description and travel--Alaska 
Description and travel--Canada--Yukon 
Territory 


7475 
ALASKA. DIVISION OF TOURISM. Alaska: the 
secret seasons: fall, winter, spring. 
(Juneau, n. d.j] 23 p. ill 


Description and travel--Alaska 


7476 
ALASKA. EMERGENCY MEDICAL SERVICES 
SECTION. Alaska emergency medical services 
directory, 1987. (Juneau, 1987] 40 p. ill. 


medical 
Alaska 


7477 
ALASKA. GUIDE LICENSING AND re 
Guide register. 1987. [Juneau] 21 p. 

87-641726 

Guides for hunters, fishermen, etc.-- 
directories--Alaska 

71478 
ALASKA. HIGHWAY SAFETY PLANNING AGENCY. 
safety plan. Juneau {n. d.J 


68 1 
On cover: Keep the Alaskan spirit 
alive: always buckle up. 

88-620713 


Traffic safety--planning--Alaska 


7479 
MARKET INFORMATION UNIT. 


ALASKA. LABOR 
Alaska cost a income measures. [Juneau, 


n. d. 

Haanda in cooperation with the 
Employment Security Division and the U.S. 
Employment and Training 
Cost and standard of living--Alaska 


7480 

ALASKA. LAWS, STATUTES, ETC. State 
Physical Therapy and Occupational Therapy 
Board: centralized licensing statutes, 
AS 08.01-.03; physical therapists and 
occupational therapists, AS 08.84; 
occupational licensing regulations, 
12 AAC 01; Board regulations, 12 AAC 54. 
Rev. Juneau, Dept. of Commerce and 
Economic Development, Division of 
Occupational Licensing, 1987. 2 p. 


Physical therapy--law and legislation-- 
Alaska 


7481 

ALASKA. LEGISLATIVE AFFAIRS AGENCY. 
vision of Services. A report to 
the...State Legislature examining court 
decisions and opinions of the attorney 
construing Alaska statutes. 

986/87. Juneau. 87 p. annual. 

Report year ends Sept. 30. 

3-642818 
Legislative oversight--Alaska 


683 
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7482 
ALASKA. LEGISLATURE. Aduteory 
Council. The Alaska Bo sheries 
management alternatives, prepared by 
Sheila Richar Rainery. 
Juneau, 198 p. 

38620715 

Fishery management--Alaska 


ALASKA. OFFICE OF INTERNATIONAL TRADE. 
1985/86 Alaska trade directory. Juneau 
(n. d.] viii, 108 p. 

Issued in cooperation with the 
University of Alaska, pecmorene. School of 
Business and Public Affairs, Alaska Center 
for International Business and U.S. and 
Foreign Commercial Services, International 
Administration, Alaska District 


88-620716 
Commerce--directories--Alaska 
Business enterprises--directories--Alaska 


7484 
ALASKA. PUBLIC OFFICES COMMISSION. Annual 
report. 1986/87. Anchorage. 169 p. 
Report year ends June 30. 
77-647169 
Campaign funds--Alaska 


7485 
ALASKA. SECTION OF EPIDEMIOLOGY. 
immune deficiency syndrome: asked 


questions about . [Juneau] 1987. 19 1. 


AIDS (Disease) 


7486 
ALASKA. UNIVERSITY OF ALASKA, 

Alaska oyster grower's manua 
Virginia Else [and] Brian Puast, editors. 
3d ed. [Fairbanks] 1987. x, 215 p. ill. 
(Marine advisory bulletin 17) 


On cover: University of Alaska, Alaska 
Sea Grant Program. 


Oyster-culture--handbooks, manuals, etc.-- 


7487 
ALASKA. UNIVERSITY OF ALASKA, jairbanks. 
Cooperative Extension Service 
errain vehicle safety: a community 
affair. (Fairbanks, n. d.] 16 p. ill. 


All terrain vehicles--safety measures-- 
Alaska 


7488 
ALASKA. UNIVERSITY OF ALASKA, Fairbanks. 
Cooperative Extension Service. Slugs. Rev. 
gardening tips A-0-070) 


Limacidae 


7489 


Mineral Industry Research Laboretory 
dus search Laborato 


ocus on asKa'’s Co roceedin 


Pepert 


87-61533 
Coal--congresses--Alaska 


Laboratory: 


search 
a subarctic, n-bear 


Circle Hot Spri Alas’ 
Katy Wilkinson. Feireanks 


xii, 70 ill. (MIRL report no. 74) 


Geology--Alaska 
Tin--Alaska 


7491 

ARIZONA. [OFFICE OF THE) AUDITOR —_- 
Northern Arizona Flagstaf 
Arizona...reports on annua 
statements, internal control and 
com liance with the provisions of Office 

agement and Budget circular A-110, 
30, 1987. (Phoenix, 1987] 29 1. 


Auditing--Arizona 
ARKANSAS 


7492 


ARKANSAS. AGRICULTURAL EXPERIMENT ST, 
Fayetteville. The Arkansas forest teen 
ndustry: its status and future [by 
Richard A. Kluender, E. Wesley Hetoy f 

Jeff K. Fayetteville 

41 p. ill. (Bulletin 


Forest products industry--Arkansas 


7493 

ARKANSAS. AGRICULTURAL EXPERIMENT STATION, 
Fayetteville. Beef wr. production 
bu ests for Arkansas, 1986-87: estimated 
costs and returns at specified 
levels [by] W. A. Halbrook [and o 
Fayetteville [1987] 19 p. (Specia 
report 127) 


Cover title: Beef...Arkansas, 1987: 
estimated... 


Beef industry--economic aspects--Arkansas 


71494 
ARKANSAS. AGRICULTURAL EXPERIMENT STATION 
Fayetteville. Economic analysis of 
commercial, fresh o87 ated peach 
pr roduction’ in Arkansas, 1 David A. 


irchner [and others] (by) -(1987] 
34 p. ill. (and ot report 1 


Peach--economic 


684 
ah 7 
Me 
| 
vite the conference held at Anchorage, Alaska 
- {on] October 27-30, 1986. 
ed editor. vii, 396 p. ill. 
ia no. 72) 
7490 
ane ALASKA. UNIVERSITY OF 
ineral Indus 
: 
al 
- - 
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7495 

ARKANSAS. AGRICULTURAL EXPERIMENT STATION, 
Fayetteville. Feeder cattle production 

or Arkansas, 1986-87: estimated 
costs ane at specified 
levels brook [and 
31 p. (Specia 
report 128) 


Beef industry--economic aspects--Arkansas 


7496 
ARKANSAS. AGRICULTURAL EXPERIMENT STATION, 
Fayetteville. The financial condition of 

ansas farm survey ee teal by farm 
type and location: 198 Robert A. 
Collins. Fayetteville [19 156 p. ill. 
(Bulletin 910) 


Agriculture--economic aspects—-Arkansas 
Farms-—-Arkansas 


7497 
ARKANSAS. AGRICULTURAL EXPERIMENT STATION, 
Fayetteville. Herbicides for relea 
pike seeaiings in in the Arkansas byl 
L iser [and] S.W. Co 
Fayetteville [1988] 13 p. (Bulletin 911) 


Pine--Arkansas 
Herbicides--Arkansas 


7498 
TURAL EXPERIMENT STATION, 


ARKANSAS. AGRICUL’ 
Fayetteville. Identification of Arkansas 


Solenopsis spp.) workers (ey) C. E. 
Carlton. Fayetteville. [1987] 
(Report series 301) 

Fire ants--identification--Arkansas 


74 
ARKANSAS. AGRICULTURAL EXPERIMENT STATION, 
Fayetteville. Influence of management 
and genetic composition on 
development and reproductio 


12 p. ill. (Bulletin 909 


Cattle--breeding 


7500 


ARKANSAS. AGRICULTURAL EXPERIMENT STATION, 
Fayetteville. Influence of on on 
straighthead, arsenic uptake, and 
response in rice (Oryza ‘sativa) 
Robert Frans, Diana Horton [and] 
Burdette. Fayetteville [1988] 12 p. fit 
(Report series 302) 


Rice 
Plants, Effect of arsenic on 


7501 
ARKANSAS. AGRICULTURAL EXPERIMENT STATION, 
Fayetteville. Serially loaded seepage 
on a captina soil [by] 
others] e 
fi987) 18 ill. (Report series 303) 


Sewage disposal in the ground--Arkansas 


7502 
ARKANSAS. ARCHEOLOGICAL Ke Annual 


report. 1986/87. Hester A. 


Archaeological 


7503 
. CRIME INFORMATION CENTER. Crime 
in Arkansas: a review of uniform crime 
reports. 1987. Little Rock. [4] -. annual. 


82-642 
Criminal statistics-—-. 


7504 
ARKANSAS. DEPT. OF HIGHER EDUCATION. 
Degrees by classification of instructional 
progres code. Little Rock, 1987. 
vii, 


Academic--Arkansas 
U rsities and colleges--Arkansas 


on 
finance. areenras ock, 1987. xi, 122 p. 


88-620717 
Education, 
Arkansas 
State universities and colleges—-finance-- 
statistics—-Arkansas 


7506 
ARKANSAS. DEPT. OF POLLUTION CONTROL AND 
ECOLOGY. Authorization to discharge under 
the national pollutant discharge 
elimination system and the Arkansas water 
and air pollution control act. [Little 
Rock, n. 


Gas, Natural--pipe lines--Arkansas 
Water--pollution--Arkansas 


7507 
ARKANSAS. DEPT. OF POLLUTION CONTROL AND 
ECOLOGY. Commission regulation: regulation 
for asbestos at licensing; draft. 
{Little Rock, n. d.J 1 


Administrative agencies--rules and 
practice--Arkansas 
Asbestos in building--Arkansas 


ARKANSAS. [DEPT. oF. POLLUTION CONTROL AND 
ECOLOGY] Fact sheet and supplementary 
information for draft general rmit for 
hydrostatic “pinelf of natural gas 
transmission end nes in Arkansas. 
(Little Rock, n. d. 


Gas, Natural--pipe lines--Arkansas 
Water--pollution--Arkansas 
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. DEPT. or’ POLLUTION CONTROL AND 

ECOLOGY. Regulation no. 2, as amended: 

regulation oe water quality 

standards for surface wa State 

— draft. [Little 1987. 
p. 


Administrative agencies--rules and 
ractice—-Arkansas 
ater quality--Arkansas 


OF” POLLUTION CONTROL AND 

ation no. 9: regulation for 

e fee m for environmental permits; 
 tLittle Rock] 1987. 14 1. 


Administrative agencies--rules and 
ractice--Arkansas 
nvironmental permits--Arkansas 


7511 
ARKANSAS. EMPLOYMENT SECURITY DIVISION. 


Research and Planning. Annual planning 
nformation, statewide. 1988/90. Little 
Rock. 28 1. 

80-643449 


r supply--Arkansas 


fire 


ARKANSAS. FORESTRY 
report. 1987. [Little Rock}. 5 BRA 
Forest fires--Arkansas 


7513 
ARKANSAS. INDUSTRIAL DEVELOPMENT 
COMMISSION. 1986 Arkansas manufacturi 
wage survey. Little Rock, Employmen 
Security Division, Research and Analysis 
Section, 1987. x, 161 p. ill. 
88-620718 

Wages--statistics--Arkansas 


ARKANSAS. [ANS ‘ATUTES, ETC. 

Motor Vehicle ‘act: oF 
1975 as amended by: Act 838 of 1977, 
Act 1058 of 1985, Acts 620, 645, and 663 
of 1987. [Little _— Motor Vehicle 
Commission, n. d.] 14 p 


Motor vehicles--law and legislation-- 
Arkansas 


7515 
ARKANSAS. PUBLIC SERVICE COMMISSION. 
State of 
rkansas business persona 
ee manual. 1988 ed. [Little Rock] 
114 p. annual. 


Taxation of personal property--Arkansas 
Personal property--valuation--handbooks, 
manuals, etc.--Arkansas 

Business enterprises--taxation--Arkansas 
Inventories--taxation--Arkansas 


7516 


STATE DEPT. OF HEALTH. Yenereal 
Program. [Venereal sease 


calendar year. 1987. 
[Little Rock} 2 


Venereal 


sepeneee. STATE HIGHWAY AND TRANSPORTATION 
Division. General highway 
rkansas. Prepare 
cooperation with Federal Highway 
Administration. Rev. [Little — 1986 [- 


87] maps on sheets 46 x 76 c 
Each map covers a different county. 


Road 


DEPT. 
Econ coun 
economic profile. [Little Sock] 1987. 


88-620719 
Social history--statistics--Arkansas 
Economic history--statistics—-Arkansas 


ARKANSAS. STATE TRANSPORTATION 


7519 
ARKANSAS. STATE LIBRARY, 
Patent Library ‘a ie 
State [Little Rock, n. d. 


Patents--Arkans 
Libraries, Depository--Arkansas 
State libraries--Arkansas 


ARKANSAS. STATE Little Rock. 
Services. Arkansas 
ndex 32 p. 
State 
-Arkansas 


7521 
ARKANSAS. UNIVERSITY OF ARKANSAS AT LITTLE 
ROCK. Demo hic Research Division. Net 


migratio color; 
Arkansas, ‘by Sounty:’ 1976- 1980" prepared 
by Mary A. McGehee jens) Forrest H. 
Pollard. [Little Rock] 1987. iii, 51 p. 
ill. (Publication 87-01) 

over title: 
Migration, Internal--statistics--Arkansas 


CALIFORNIA 


7522 
AGRICULTURAL LABOR RELATIONS 
BOARD. Annual report to the ere. 
10th; 1986/87. [Sacramento] 101 p. 
Report year ends June 30. 
79-644068 
Agricultural laborers--California 
Industrial relations--California 


me 
7 
E 
d 
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1523 
CALIFORNIA. ASSESSMENT STANDARDS DIVISION. 
Assessment practices survey and assessor's 
response, Del Norte County, 1987: a survey 
conducted under the direction of Section 
12540 of the Government code. (Sacramento, 
1988] iv, 27 p. ale 


76-622 
Assessment--California--Del Norte County 


1524 
CALIFORNIA. ASSESSMENT STANDARDS DIVISION. 
Assessment practices survey and assessor's 
response, Sierra County, 1987: a surve 
conducted under the direction o 
Section 15640 of the Government code 
[Sacramento, 1987] iv, 29 p. 
76-6229784 

Assessment--California--Del Norte County 


7525 


CALIFORNIA. 'ANDARDS DIVISION. 
Assessors' handbook: standard form list. 
[Sacramento] 1988. i, 12 p. 

On cover: AH 222. 


Assessment--handbooks, manuals, etc.-- 
lifornia 
Government paperwork--California 


7526 
CALIFORNIA. BOARD OF FORESTRY. Annual 
report. 14th; 1986/87. [Sacramento] 15 p. 
sn85-15378 
Forestry policy--California 


7527 
CALIFORNIA. CONTINUING EDUCATION OF THE 
BAR. California local probate rules. 
9th ed.; 1988. pagings. 


Probate law and practice--California 


7528 

IRNIA. CONTINUING EDUCATION OF THE 
BAR. California uninsured motorist 
-, [by Frank E. Preston. Robert N. 
axman, editor. gach Berkeley, 1988. 
xv, 168 p. (Supplement to California 
practice k no. 61) 
$31.00. 


72-619679 
Insurance, Uninsured motorist--California 
Trial practice--California 


7529 
CALIFORNIA. CONTINUING EDUCATION OF THE 
BAR. Civil practice in 
California. Linda Compton [and others] 
[c1988] 2 v. 


87-72707 
Discovery (Law)--California 


7530 


CALIFORNIA. CONTINUING EDUCATION OF THE 
BAR. Estate planning. 1987. [Berkeley] 


xii, 328 p. 
82-640282 
Estate planning--congresses 


7531 
CALIFORNIA. EDUCATION OF THE 
BAR. Handling civil appeals in California 
courts [a three-hour discussion. Carl West 
Anderson, moderator; Robert A. Seligson 
and Marshall W. Krause, panelists. 
Berkeley] c1987. 3 cassettes 2 1/2 x 4 in. 
Cover title: Handling civil appeals 
courts; audiocassettes. 


. Program material 
November/December 1987. Berkeley {c1987} 


230 p. 
Tamed with tape program outline. 
$65.00. 


Vv, 


Appellate procedure--California 
Civil procedure--California 


7532 
CALIFORNIA. EDUCATION OF THE 
BAR. Investment advisers, financial | 
prema. and broker dealers: developing 
heories of liability [a six-hour 
discussion. David M. Greenberg, Moderator; 
Michael J. Lawson, Steven N. Machtinger, 
and Douglas B. Martin, Jr., panelists. 
Berkeley] c1987. 6 cassettes 2 1/2 x 4 in. 

Cover title: Investment advisers... 
liability; audiocassettes. 


. Program material 
November/December 1987. Berkeley [c1987] 


vi, 263 p. 
Issued with tape program outline. 
$95.00. 


Investment advisers--malpractice 
Financial planners--malpractice 
Brokers--malpractice 


CALIFORNIA. DEPT. OF FINANCE. oy for 
the fiscal year, final change book; list 
of changes to the Governor's budget. 
1986/87. [Sacramento] xxxi, 
76-649851 


Budget--California 


7534 
CALIFORNIA. DEPT. OF FOOD AND AGRICULTURE. 
Pesticide use report; annual. 1985-86. 
[Sacramento] 2 v. 
$7.00.; available from: Cashier, Dept. 
of Food and . 1220 N Street, 
Sacramento, CA 95814. 


Pesticides--California 
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7535 
CALIFORNIA. DEPT. OF FOOD AND AGRICULTURE. 
esticide Re istration ic 
roductiv esticide use repo 
y. 5-86. Sacramento. 2 v. 
available from: Cashier, Dept. 
of Food and ree 1220 N Street, 
Sacramento, CA 9581 


Pesticides--California 


7536 
DEPT. OF FOOD AND Acticultural 


[Secrenento} 39, 
$5.00.; Cashier, Dept. 
of Food and arte. 1220 N Street, 


Sacramento, CA 
Pesticides--California 


1537 
CALIFORNIA. DEPT. OF FORESTRY. Progress 
report to the Legislature: California 


85. [Sacramento] 2 


Forest management-—-California 


7538 
CALIFORNIA. DEPT. OF PARKS AND RECREATION. 
Office of Economic and Fiscal Affairs. 
nnual statement, concessions 
California park system. 1986/87, 
[Sacramento] v, 31 p. ill. 

76-643256 


Parks--California 
Concessions (Amusements, etc.)--California 


7539 
CALIFORNIA. DEPT. OF THE YOUTH AUTHORITY. 
A comparison of = —— authority's 
institution and e populations 
{une 30, 30 — year, 1 78- 1987. [Sacramento 


88-620726 
Juvenile corrections--statistics-- 
California 


7540 
CALIFORNIA. DEPT. OF TRANSPORTATION. 
Report on fuel tax ee to 
unregistered vehicles used highway. 
1986-87. [Sacramento] 5 1. 


Motor fuels--taxation--California 


7541 
CALIFORNIA. DEPT. OF TRANSPORTATION. 
pe ort on fuel tax attributable to 
icles used 1986-87. 
6 1. 
87-640201 


Motor fuels--taxation--California 


7542 
CALIFORNIA. DEPT. OF meg 
California water: looking the fut 
Sacramento). 1987. 122 p. 
Bulletin 160-8 
$5.00, plus sales tax for California 


residen 

88-620727 
Water-supply--California 
Water resources development--California 


7543 
DEPT. OF WATER 
ation oxic su 

beathic and sediment in 
State Water project [by em 
Peterson. Sacramento] 1987. v, 22 

Free; available from: Dept. be Water 
Resources, P.O. Box 942836, Sacramento, CA 
94236-0001. 


of water pollution on-- 
California 
Water--pollution—-California 


1544 
CALIFORNIA. DEPT. OF WATER RESOURCES. 
Northern District. State water project 
uture Cottonwood Creek 
reformulation: e Dip isis 
project [by oe ie J. Smith, with 
rom 


assistance alph N. Hinton he 
eters. Bluff] 1987. vi, 41, 


°sB.00, plus sales tax for California 
residents; available from: Dept. of Water 
Resources, P.O. Box 942836, Sacramento, CA 
94236-0001. 


Water resources development--California-- 
Cottonwood Creek Basin 


7545 
CALIFORNIA. DEPT. OF WATER RESOURCES. 
outhern District. Upper Castaic Cangon 
recreation deve a plan. [Los Angeles] 


1987. 14 5 

$2. us aes tax for California 
from: of Water 
Resources, P.O. Box 6590, Los Angeles, CA 


Outdoor recreation—-planning--California 


CALIFORNIA. DIVISION SAFETY OF DAMS. 
Annual Tr "supervision of safety of 
dams. 6/87. [Sacramento] 


vii, 52 p. 
76-647064 
Dam safety--California 


7547 
DEVELOPMENT DEPT.] 
Consultant contract report; - report. 
1984/85- -1985/86. [Sacramento] 2 v 
Report year ends June 


Public contracts--California 
Employment agencies--California 


688 
| 
3 
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weg 
a 
of 
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71548 
CALIFORNIA. FRANCHISE TAX BOARD. Annual 
1986. [Sacramento] 118 p 
t.p.: Including ‘of income 
pea." from 1985 returns of individuals 
corporations. 
51-62397 


Income tax--California 
Corporations—-taxation--California 


newsletter table of cases, June 1980- 
February 1988. [Sacramento, 1988] 10, 8 p. 
Periodicals--indexes 


7550 
CALIFORNIA. HEALTH ene POLICY 
COMMISSION. report to the 
California Le ~ omg 14th; Sept. 30, 
1987. [Sacramen 64 p. 
7 


Medical 


7551 
CALIFORNIA. LAWS, STATUTES, ETC. Law and 
rules governing the California State civil 
service. oe. State Personnel 
Board, 1987. iii, 2 * 
88-620745 


Civil service--law and legislation-- 
California 


7552 
CALIFORNIA. LAWS, STATUTES, ETC. Laws and 
regulations relating to the practice of 
acupuncture; includes amendments thro 
1986. Sacramento, Board of Medical Quality 
Assurance Acupuncture Examining 
Committee, 1987. 42 p. 

88-620746 


Acu uncture--law and legislation-- 
ornia 


7553 
CALIFORNIA. LEGISLATURE. In memoriam: 
a 


Jesse Marvin Unruh - legislative 
tribute: proceedings of a joint memorial 
session of the California Legislature 
[held] August 19, 1987 [at] Sacramento, 
California. [Sacramento, at 


Unruh, Jesse Marvin 
Legisiators--California 


7554 


oh i latent fu 
held) March 20- 21 1987" 
San Franc California. [Sacramento 
iii, 322 
cover: 1 90A. 

$11 .40, plus sales tax for California 
residents; available from: Joint 
Publications Office, State Capitol, 
Box 942849, Sacramento, CA 
social 
Soc history--California 


LEGISLATURE. 


ona needs on rivate 
national forest land eld at]... 
Sacramento, California [on] October 23, 
1987. [Sacramento, 1987] 5a, p. 

On cover: No. 0195A. 

$6.00, plus sales tax for California 
residents; available from: Joint 
Publications Office, = Capitol, 
Box 942849, Sacramento, 1. 
Fo! and fo 
Forest fires--Califo 


7556 
LEGISLATURE. Assembly. 
Trans rtation. aring on 
ject fheld September 987 
Tat Los Angeles, ifornia. [Sacramento, 
ii, 213 p. ill. 
ssued in cooperation with the 
Commission on California State Government 
Organization and Economy. 
On cover: 0184A. 
$3.00, plus sales tax for California 
available from: Joint 
Box 942849, Sacramento, CA 
pl 88-620791 
Highway planning--California 
Road --California 


7557 
CALIFORNIA. LEGISLATURE. Assen! 
Commerce Committee. 
plo urement practices oF 
the ‘public utilities [hearing held 


at]...Los Angels, California 
oes ober 22, 1987. (Sacramento, 1987 


Bn cover: 0183A. 

$13.65, plus sales tax for California 
residents; available from: Joint 
Publications Office, State Capitol, 
Box 942849, Sacramento, CA 94249 1. 

88-620732 

Public utilities--employees-—California 
Industrial procurement-—-California 
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7549 

Assemb 
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7558 
CALIFORNIA. LEGISLATURE. Senate. 
Evaluation of eget AIDS community 
progran, repered by Paul — 


d others] for ‘the ffice of AIDS, a 
of Health [Sacramento] 1 


166 p. 

Cover title: Senate bill 1251, 

uation... 

On cover: 299-S. 

$8.00, plus sales tax for California 
residents; available from: Joint 
Publications Office, State Capitol, 
Box 942849, Sacramento, CA 94249 Zz. 

88-620733 

AIDS (Disease)--California 

Community health services--California 
Health education--California 


wide for ng 1988 legislative 
1988. 
cover: 

34. 00, plus sales tax for California 
available from: Joint 
Publications Office, State Capitol, 
Box 942849, Sacramento, CA 94249-0001. 

88-620734 
Insurance, Automobile--California 
Insurance, Automobile--United States 


7560 
CALIFORNIA. LEGISLATURE. 
Judic: on problems 
ctober 30, 19 8 7 


[ath ‘Qakland, [Sacramento, 


301-S. 
$5.50, plus sales tax for California 


residents; available from: Joint — 


Publications Office, State Ca _— 
Box 942849, Sacramento, CA 94249 
88-620735 


Rape--California 
Sex crimes--California 


7561 

CALIFORNIA. LEGISLATURE. ite. 

Local Government. New cities an 
use: summary report from the joint interia 
heari of the Senate Loc Government 
Commit and the Senate Housing and Urban 
ae Committee [held] November 24, 1987 

van -Van Nuys, California. [Sacramento, 

09 p. 

289-S. 

$6.50, plus sales tax for California 
residents; available from: Joint 


Publications Office, State Capitol, 
Box 942849, Sacramento, 94249-0001. 


Land use--California 
Cities and towns--California 


7562 

LEGISLATURE. 
bocal Sovernpent. roperty tax 
eport from the 
“theld] December 9, 1987 
‘Sacramento. (Sacramento, 1987] 


cover: 300-S. 

$10.90, plus sales tax for California 
residents; available from: Joint 
Publications Office, State Ca — 
Box 942849, Sacramento, CA 94249-0 

88-620737 

Prope tax--California 
Local finance--California 


7563 


Resear arch. Housing alert: sar of Taw 
ncome rental units in California subject 
to termination of rent and/or m rtgage 
1988-2008. [Sacramento to} 


71 

On dover: 302-S. 

$7.00, plus sales tax for California 
residents; ; available from: Joint 
Publications Office, State Ca po, 
Box 942849, Sacramento, CA 94249- 

88-620738 

Public housing--California 
Rental housing--California 


7564 
CALIFORNIA. LEGISLATURE. 
on Mobilehones. ranscrip 
mobilehome 


{held} october 1987 [at]...Carlsbad, 


aliieenia. [Sacramento, 1987] 149 p. ill. 
On cover: 297-S. 

$7.00, plus sales tax for California 
residents; available from: Joint 
Publications Office, Ca Box 
942849, Sacramento, CA 9 -0001 

620739" 

Mobile home parks--California 


7565 
CALIFORNIA. LEGISLATURE. penate. 
ea 


bcommitte Mental 

evelo “opment a 28, Genetic 
earin: care 

ath tee Angeles, California 
on ovember 19, 1987. [Sacramento, 
987) 2 v. 

Cover title. 

Pt. 2 has distinctive title: Written 
testimony. 

On covers: 303-S, 304-S 

Pt. 1, $7.75; Pt. 2, $8.00; plus sales 
tax for California residents; available 
from: Joint Publications Office, State 
— Box 942849, Sacramento, CA 94249- 


88-620740 
Psychiatric hospitals--California 


< 
] 
\ 
¢ 
7559 
CALIFORNIA. LEGISLATURE. Senate. Committes 
d 4 
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Sr 
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7566 
CALIFORNIA. [OFFICE OF) STATE CONTROLLER. 
eee. | of Federal grazing fees for 
ee October 1, 1986 to 
ae er 30, 1987. Sacramento, 1988. 


Grazing--California 


7567 
CALIFORNIA. OFFICE OF STATE CONTROLLER. 
Division of Accounting. Timber yield tax 
revenue stribution, pro rata revenue 
30/Nov. 26, 198 
ay 29, 1986;' May 25, 1596: 


25, 1986/May 28, 1987. Sacramento. 
v. 


Intergovernmental fiscal relations-- 
California 
Forests and forestry--California 


71568 
CALIFORNIA. OFFICE OF THE ATTORNEY 
GENERAL. Crime Prevention Center. Schools 
and drugs: a guide be Fart & alcohol abuse 
revention curricula & — 
Sacramento] 1987. iii, 124 p. 4 


Youth--alcohol use--prevention 
Youth--drug use--prevention 


7569 

CALIFORNIA. RECLAMATION BOARD. Final 
environmental impact report and 
supplemental environmental impact 
statement IV, Sacramento River ~~ 
eens project, prepared by Jones 
tokes Associates for the (eaiifornial 
Reclamation Board [and] U.S. Army Engineer 
District, Sacramento. Sacramento [1987] 
various pagings. 


Stream conservation--environmental 
aspects--Sacramento River 


7570 
CALIFORNIA. SPECIAL EDUCATION DIVISION. 

ifornia special education programs: a 
composite of laws, Education code - 
part 30 and other related laws (revised to 
cover laws enacted during 1987 [by Paul D. 
Hinkle. 10th ed. Sacramento, 1988] 
xii, 186 p. 

A limited number available free; 
available from: Publications Sales, State 
Dept. of Education, P.O. Box 271, 
Sacramento, CA 95802-0271. 

88-620741 
Handicapped children--education-- 
California 
Education, Special--California 


7571 


CALIFORNIA. STATE BOARD OF EQUALIZATION. 
pe arena for the application of sales 


use tax to the occasional sales of 
vehicles, vessels, and aircraft. 
Sacramento, 1988. 55 p. (Pamphlet no. 23) 


Sales tax--California 

Use tax--California 

Motor vehicles--taxation--California 
Boats and boating--taxation--California 
Airplanes--taxation--California 


1572 

CALIFORNIA. STATE DEPT. OF EDUCATION. 
History-social science framework for 
California public. schools, kindergarten 
through grade twelve. Developed by the 
History-Social Science Curriculum 
Framework and Criteria Committee. Adopted 
by the State Board of Education in July, 
1987. (Sacramento, 1988] xiv, 122 p. ill. 

$6.00, plus sales tax for California 
residents; from: State Dept. of 
Education, Bureau of Publications Sales, 
P.O. Box 271, Sacramento, CA 95802-0271. 


Social sciences--study and teaching-- 
ornia 


71573 

CALIFORNIA. STATE LANDS COMMISSION. 
Proposed negative declaration: project 
title: mineral lease; 

roponent:, Alfredg A. Figuer ao; project 
Of of SW / and lots 

2, Section T.3 S., 
R20 approximately 20 miles 
northwest of the town of Blythe, Riverside 
County; project surface 
mining of approximately 50 tons per week 
of Driftwood decorative stone Poin 
approximately 20 sites involving 10 to 15 
acres each. Sacramento [1988] 17 p. ill. 
(Environmental impact report 35) 


Mines and mineral resources--environmental 
aspects--California—-Riverside County 


7574 

CALIFORNIA. STATE LANDS COMMISSION. 
Proposed negative declaration: project 
title: mineral prospecting permit - Mescal 
Range; project proponent: GEOMAREX; 
ect Section 36, T.16 N, 

S.B.M., approximately 35 miles 
a of Baker, San Be no Count 
project description: the applicant w. i 
prospect for precious metals and other 
valuable minerals by performing geologic 
mapping, rock chip sampling, soil 
sampling, and sampling. 
Sacramento [1988] 6, 
(Environmental impact ) 


Prospecting--environmental aspects-- 
California--San Bernardino County 
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7575 
CALIFORNIA. STATE LANDS COMMISSION. 
renee negative declaration: project 
title: modification of Platform Emmy; 
proponent: Shell Western 
xploration and Production, Inc. (SWEPI); 
vet location: State oil and lease 
C 425, offshore Huntington Beach, Or 


County, California; os ect description: . 
y 


SWEPI proposes to modi latform Emmy and 

the satellite to modernize the facility 

allowi for a safer and more efficient 

condition on the platform. Sacramento 
n.d.] 7, 4, 41. ill. (Environmental 
pact report ND433) 


Drilling platforms--environmental aspects- 
County 


7576 
CALIFORNIA. UNIVERSITY OF CALIFORNIA, 
Berkeley. Library. Christmas exhibition: 
gifts to raries, 1986. (Berkeley, 
n.d.J 36 p. ill. 


Libraries--gifts, legacies--exhibitions 
Libraries, University and college-- 
California—-Berkeley 


7577 
CALIFORNIA. UNIVERSITY OF CALIFORNIA 
SYSTEM] eae sion 
atural Resources. In e 
Management for almonds. [pee eley, c1985] 
156 p. ill. (Publication 3308) 

Available from: Publications, Division 
of Agriculture and Natural Resources, 
University of California, 6701 San Pablo 
Avenue, CA 94608-1239. 

85-70728 
Almond--diseases and pests--integrated 
control--California 


CONNECTICUT 


71578 
CONNECTICUT AUDITORS OF PUBLIC ACCOUNTS. 
ecommendations...to the...General 


Assembly of Connecticut. 1988. Hartford 
15 1. annual. 


Auditing--Connecticut 


7579 
CONNECTICUT. AUDITORS OF PUBLIC ACCOUNTS. 
Report on Commission on the Arts for the 
fiscal years ended June 30, 1986 and 1987. 
(Hartford, 1988] 16 p. 


Auditing--Connecticut 


7580 
CONNECTICUT. AUDITORS OF PUBLIC ACCOUNTS. 
Report on Connecticut Prison Association 
for the fiscal years ended June 30, 1984, 
1985, and 1986. (Hartford, 1988] 20 p. + 


Auditing--Connecticut 


7581 


CONNECTICUT. AUDITORS OF PUBLIC ACCOUNTS. 
Report on Ethics Commission, State 
Elections Enforcement Commission, Freedom 
of Information Commission for the fiscal 
ears ended June 30, 1985, 1986, and 1987. 
Hartford, 1988] 11 p. 


Auditing--Connecticut 


CONNECTICUT. AUDITORS OF PUBLIC ACCOUNTS. 
Report on Office of the Attorney General 
for the fiscal years ended June 30, 1985, 
1986, and 1987. (Hartford, 1988] 20 p. 


Auditing--Connecticut 


7583 
CONNECTICUT. AUDITORS OF PUBLIC ACCOUNTS. 
Report on State Board of Education, Ellis 
T. Grasso/ Southeastern Regional 
Vocational-Technical School, State Funds 
and Student Activity Fund for the fiscal 
ears ended June 30, 1986 and 1987. 
ldartford, 1988] 16 p. 


Auditing--Connecticut 


7584 
CONNECTICUT. AUDITORS OF PUBLIC ACCOUNTS. 
Report on State Board of Education, 
Harvard H. Ellis Regional Vocational- 
Technical School, State Funds and Student 
Activity Fund for the fiscal years ended 
7 30, 1986 and 1987. [Hartford, 1988] 
p. 


Auditing--Connecticut 


7585 
CONNECTICUT. CENSUS DATA CENTER. 1986 
estimates, 1985 per capita 
come estimates. Hartford, 1988. 4 p. 


Population--statistics—-Connecticut 
Income---statistics--Connecticut 


7586 
CONNECTICUT. CENSUS DATA CENTER. 
area measurements. Hartford 
q p. 


Cities and towns--Connecticut 


7587 
CONNECTICUT. CENSUS DATA CENTER. 
Connecticut municipalities' water supply 
sources. [Hartford, 1987. 2] p. 


Water-supply--Connecticut 


7588 
CONNECTICUT. CENSUS DATA CENTER. 
Connecticut population and Sw capita 
income estimates. Hartford, 1988. 4 1. 


Income--statistics--Connecticut 


| 
= 
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7589 
COUNCIL ON ENVIRONMENTAL 
QUALITY. Connecticut environment review: 
the annual report. 1986. [Hartford] 
31, 10, 2 p. ill. 


Environmental policy--Connecticut 


7590 
CONNECTICUT. DEPT. OF HEALTH SERVICES. 
1987. (Hartford. 2] 1. 


Population--statistics—-Connecticut 


7591 
CONNECTICUT. DEPT. OF MOTOR VEHICLES. 
Schedule of administrative sanctions and 
rev oe September 1, 1987. 
ord, n. d. 


Traffic violations--Connecticut 


CONNECTICUT. GOVERNOR. Economic of 
Governor. 1988/89. fuarttord 
v, 1 

a 83-641293 


Economic history--Connecticut 
Budget--Connecticut 


Governor's budget. 


CONNECTICUT. GOVERNOR. 
1988/89. [Hartford] 860 
6-643048 


Budget--Connecticut 


CONNECTICUT. GOVERNOR. Governor's budget- 
in-brief. 1988/89. 


Budget--Connecticut 
7595 

CONNECTICUT. GOVERNOR. 
proposals. 1988/89. [Hartford] 6 

CONNECTICUT. PRISON JAIL OVERCROWDING 
COMMISSION. Prison and jail overcrowding: 
a report to the Governor and the 
ere ature. [Hartford] 1988. iv, 44 p. 


88-620742 
Prisons--overcrowding--Connecticut 


7597 
CONNECTICUT. STATE LIBRARY, 
D: an 


vision of Librar 
ork ervices. 


onnecticut pu 
braries--1987 salary survey. Hartford, 
1988. 7 1. 


Librarians--salaries, etc.--Connecticut 
Public libraries—-Connecticut 


Develo men 


7598 
DELAWARE. DIVISION OF HIGHWAYS. 


and. Boviropmental Studies ce. 
ecologic hvestigatio 
of the Ogletown interchange 
project area, Newark, Delaware, by Ellis 
C. Coleman, Angela Hoseth, and Ja 
Custer. Submitted to Federal Hig eit 
Administration and Delaware Dept. of 
State, Division of Historical and Cultural 
Affairs, Bureau of Archaeolo y and 
Historical Preservation. 1987. 
ix, &1) p. ill. (DELDOT archaeology series 
no. 


Archaeological s —Delaware--Newark 
Excavations (Archaeology)--Delaware-- 
ewar’ 


71599 
DELAWARE. GENERAL ASSEMBLY. 
p 1985/86. [Dover] 
XV 
Title ‘on spind: House journal. 


53-23847 
Legislative journals--Delaware 


7600 
DELAWARE. UNIVERSITY OF DELAWARE, 
The Longwood Graduate Se 
Vol. 18; 1986. Newark. 


Horticulture 

Gardening 

Landscape gardening 

Longwood Graduate Program Seminar 
(Delaware) 


7601 


DELAWARE. OF Newark. 
Résumés: public horticulture aduates 
from Longwood Graduate Program, Universit 
of Delaware, 1988. [Newark, University o 
Delaware, Longwood Graduate Program in 
Horticulture Administration, n. d. 


Horticulture 

Gardening 

Landscape gardening 

College graduates—-Delaware--Newark 


7602 
DISTRICT OF COLUMBIA. ARMORY BOARD. Annual 
report for the District of Columbia 
National Guard Armory and the Robert F. 
Kennedy Memorial Stadium, including 
las ‘on, 
64-64367 


Armories--District of Columbia 
Athletic fields--District of Columbia 
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7603 
DISTRICT OF COLUMBIA. [CITY] COUNCIL. 
Council of the District of Columbia: 
owner's manual; council bead) seven, 
(Washington, n.d.) 38 p. 


Municipal government--District of Columbia 
Legislative bodies--District of Columbia 


DISTRICT OF COLUMBIA. COMMISSION ON THE 
ARTS AND HUMANITIES. iderines, 
constituencies: lines, 
FY ~88. (Washington, D.C., n. d 


Grants-in-aid--District of Columbia 
Cultural policy--District of Columbia 


7605 

DISTRICT OF COLUMBIA. DEPT. OF PUBLIC 
WORKS. Final environmental 4(f) 
rehabilitation project. ashingto’ 
1985. various pagings. i 

Issued in cooperation with the Federal 
Highway Administration. 

88-620473 

Bridge construction--environmental 
aspects--District of Columbia 


7606 
DISTRICT rd COLUMBIA. DEPT. OF PUBLIC 
WORKS. Public works annual report. 1984- 
1985/86. (Washington, PDC.) 3 v. 


Public works--District of Columbia 


7607 

eeeretce OF COLUMBIA. DEPT. OF PUBLIC 
WORKS. itehurst Freeway corridor system 
study; final environmental 
impact and 4(f) evaluation. Prepared for 
Federal Highway Administration in 
cooperation with Park Planning 
Commission, “U.S. 

ashington, D.C.] 


Express highways--environnental aspects-- 
District of Columbia 
Road construction--environmental aspects-- 
District of Columbia 


7608 
DISTRICT OF COLUMBIA. OFFICE ON AGING. 
District of Columbia Ee on aging. 
v. ill. 


Aged--District of Columbia 


7609 
DISTRICT OF COLUMBIA. OFFICE ON AGING. 
Summary, erty of Columbia plan on 


ing, scal ice 1982-1984. 
D.C., n. 


Columbi 


ark Service.: 


7610 
DISTRICT COLUMBIA. OFFI! 
n. d.) 


d--services for--planning--District of 


ra. BUREAU "OF CRIMINAL JUSTICE 
ASSISTANCE. The current status of 
Florida's county jails. Vol. 2. 19 
versus 1983 DY Beardsley] 
Tallahassee [n. d.] iii ill. 

620 703 


Jails--Florida 
Prisons--Florida 


7612 
FLORIDA. DEPT. OF CITRUS. Notice of chan: 
in rules [Rule Section 20-39.003, Rule 
Section 20-64.0081, Rule 
Section 20-64.0082, Rule 
Section 20-66.005, Rule Section "20-76. 003] 
Lakeland, 1987. various pagings. 


Administrative agencies--rules and 
trus fruit industry~--Florida 


7613 
FLORIDA. DEPT. OF CITRUS. Economic and 
Market Research De Florida processe 
cramer outiook update, 1987-88 season. 
Florida Citrus Commission, 
onomic Research Committee. 

(Gainesville} 1987. 21 p. ill. 
paper series 


(Working 
Orange 


RIDA. DEPT. ov "ED EDUCATION. Educatio 
plant survey, * Guif County schools, J 
1987. [Tallahassee, 1987] viii, 60 p. 


Educational surveys--Florida--Gulf County 


7615 
FLORIDA. DEPT. OF EDUCATION. Educational 
om survey, Hardee County schools, July, 
987. [Tall lassee, 1987] viii, 71 p. 


Educational surveys--Florida--Hardee 
County 


7616 
FLORIDA. DEPT. OF EDUCATION. Educational 
lant survey, Jackson County schools 
tober, 1987. [Tallahassee, 1987] 
vii, p 


Educational surveys--Florida--Jackson 
County 


FLORIDA 
7604 
ae 
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7617 
FLORIDA. DEPT. OF EDUCATION. Educational 
pee survey, North Florida Junior 


ege, January 12-14, 1987. 
(Tallahassee, 1987] ix, 53 p. ill. 


Junior colleges--Florida--Madison 
Educational surveys--Florida--Madison 


7618 
FLORIDA. DEPT. OF EDUCATION. Educational 
Washington County Schools 
ctober, 987. [Tallahassee, 1987 
viii, 79 p. 


Educational surveys--Florida--Gulf County 


7619 

FLORIDA. DEPT. OF ENVIRONMENTAL 
REGULATION. Simulation of tidal flow and 
circulation patterns in the Loxahatchee 
River Estuary, southeastern Florida, by 
Gary M. Russell and Carl R. Goodwin. 
Prepared in cooperation with the U.S. 
Geo _— Survey [and other State, local, 
and Federal Tallahassee, 1987. 
V, 32 p. ill. (U.S. Geological Survey. 
Water-resources investigations report 
87-4201) 

Available by purchase from: U.S. 
Geological Survey, Books and Open-File 
eports Section, Federal enter, 
Building 810, Box 25425, Denver, CO 80225. 


Estuaries--Loxahatchee River 
Tidal currents--Loxahatchee River 


7620 
FLORIDA. DEPT. OF HEALTH AND 
REHABILITATIVE SERVICES. Child abuse and 
negiect prevention, State plan. 1987-88. 
[Tallahassee] vi, 586 p. ill. biennial 


Child abuse--prevention--planning--Florida 


7621 ; 
FLORIDA. DEPT. OF MILITARY AFFAIRS. 
Historical Services Division. Florida 
veterans oO e rs or War, all 
services, 1917-1919: Citrus, Marion, 
Putnam, Flagler, Volusia, Seminole, 
Orange, Lake, Sumpter, Hernando, Pasco. 
St. Augustine [n. d.] various pagings. 
ill. (Special archives publication no. 25 
88-620704 


Veterans--directories--Florida 


7622 
FLORIDA. DEPT. OF TRANSPORTATION. Florida 
official transportation map. [Tallahassee, 
c1987] col. map on sheet 68 x 76 cm. fold 


to 23 x 10 cm. 
— by the Dept. of Commerce. 
ree. 


Road maps--Florida 


7623 


FLORIDA. DIVISION OF PUBLIC SCHOOLS. 
Bureau of Curriculum Services. Course code 
directory and instructional personnel 
assignments. 1986/87-1987/88. 
[Tallahassee] 2 v. 

Report year ends July 31. 

Cio title: Course 
code...assignments: ublic schools 
vocational technical schools, adult 
schools. 


High schools--curricula--Florida 
Education--curricula——Florida 


71624 
FLORIDA. DIVISION OF PUBLIC SCHOOLS. 
Education Information Services. 
Ministrative sta n or. public 
schools, fall, 1985. Tallahassee, 1986. 


18 p._ ill. (MIS statistical brief series 
86-14B) 


School 
School superintendents and principals-- 
statistics--Florida 


7625 
FLORIDA. DIVISION OF PUBLIC SCHOOLS. 
Financial ment Section. 1984-1985 
Orida education Nance program. 
{Tallahassee] 1987. 18 p. ill. (MIS 
statistical report series 85-03) 


Education--finance--Florida 


7626 
FLORIDA. DIVISION OF PUBLIC SCHOOLS. 
Financial ment Section. 1987-1988 
Orida education Nance program. 
[Tallahassee] 1987. 23 p. ill. (MIS 
statistical report series 88-01) 


Education--finance--Florida 


1627 
FLORIDA. DIVISION OF PUBLIC SCHOOLS. 
Financial ment Section. Analysis of 
strict expenditures and program cost 
factors: Florida education finance 
progres. 1982/83-1985/86. [Tallahassee] 
v. (MIS statistical report series 84-15, 
85-05, 85-13, 87-15) 


School 
Flor 


7628 
FLORIDA. DIVISION OF RECREATION AND PARKS. 
Bureau of Land _ and Aquatic Resource 
anagement. . Josep a c 
Preserve management plan {byl Elton J. 


Gissendanner. [Tallahassee] 1987. 
vii, 127 p. ill 


Estuarine area conservation--Florida 
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7629 
FLORIDA. DIVISION OF RECREATION AND PARKS. 
Bureau of Land and Aquatic Resource 
anagement. . Martins Mars quatic 
Preserve management plan [by] Tom Gardner. 
[Tallahassee] 1987. viii, 121 p. ill. 


Estuarine area conservation--Florida 


7630 
FLORIDA. DIVISION OF RECREATION AND PARKS. 
Bureau of Land and Aquatic 80 
men ekiva River atic Preserve 

Management plan [by] Tom Gardner. 
[Tallahassee] 1987. vii, 134 B. ill. 

Cover title: Wekiva...p an, adopted 
August 1987. 


Estuarine area conservation--Florida 


7631 

FLORIDA. DIVISION OF VOCATIONAL, ADULT, 
AND COMMUNITY EDUCATION. Competency-based 
instructional materials: a bibliography 
update. [Produced by Center for 
Instructional Development and Services, 
— State University] Tallahassee, 

Available from: Dissemination and 
Diffusion Section, Bureau of Researc 
Dissemination, and Evaluation, Division o 
Vocational, Adult, and Community, 
Building, Tallahassee, FL 32399 


Competency based education--bibliography 


7632 
FLORIDA. DIVISION OF VOCATIONAL, ADULT, 
AND COMMUNITY EDUCATION. Bureau of 
and Staff 


ion, prepared 
d] B. Joan Tiller. 
enter for tructional 
Florida State 


caress 
Produce 


education--outlines, syllabi, 
etc. 


FLORIDA. DIVISION OF VOCA 
AND COMMUNITY EDUCATIO 


typist b 
st, pre 
doen Tiller. (Pr by th 
for Instructional ago tg College of 
Education, Florida State University. 
Tallahassee} 1987. ili, 48 p. 


education--outlines, syllabi, 
etc. 


7634 
FLORIDA. DIVISION OF VOCATIONAL, ADULT, 


AND COMMUNITY EDUCATION. Bureau of 
Vocational Pro and Staff elopmen' 
Florida voc cational’ pro program guide Tor child guide for c 

dance and care services, prepared by 
atsy D. Steagald. [Produced by the Center 
for Instructional Development and 
Services, Florida State niversity. 
Tallahassee] 1987. iii, 81 p. 


education--outlines, syllabi, 
etc. 


FLORIDA. DIVISION OF VOCATIONAL, ADULT, 
AND COMMUNITY EDUCATION. Bureau of 
Vocational Pro and Staff Development. 
Florida vocational program guide: 4 
industrial education, prepared 
by Dept. of Adult and Vocational 
Education, College of Education, 
University of South Florida. [Produced by 
the Center for Instructional Development, 


College of Education, Florida State 
University. Tallahassee] 1987. iii, 37 p. 


Vocational education--outlines, syllabi, 
etc. 


7636 

FLORIDA. DIVISION OF VOCATIONAL, ADULT. 
AND COMMUNITY EDUCATION. Bureau of 
Vocational Pro and Staff Development. 
Florida program Ona pevere 
revocational business education, prepared 

W. Carclyn Allen {and} B. Joan Tiller. 
[Produced by the Center for Instructional 
evelopment and Services, Florida State 
University. Tallahassee] 1987. iii, 35 p. 


education--outlines, syllabi, 
etc. 


7637 
ri. FLORIDA ENERGY RESEARCH AND 


EVELOPMENT: TASK FORCE. Florida energy 
esearch and development index. 
Tallahassee] 1987. ii, 106 p. 


Available from: Goverper Energy 
The Capitol, Tallahassee, 


88-620705 
Power resources--research--abstracts 


7638 
FLORIDA. FLORIDA INSTITUTE OF EDUCATION. 
Annual report to the Council of 
Presidents. 1984. By Andrew A. Robinson. 


Jacksonville. unpaged. 
88-655021 
Educational planning--Florida 


7639 
FLORIDA. GAME AND FRESH WATER FISH 
COMMISSION. Florida fishing: northeast 
[Tallahassee, n.d.] 12, 13 p. 


Fishing--Florida 
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: orida vocationa rogram guide: business 
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pie a University. Tallahassee] 1987. iii, 48 p. 
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7640 
FLORIDA. GAME AND FRESH WATER FISH 
COMMISSION. 
Annual _ report. allahassee. 
6] p. ill. 


Wildlife management--Florida 


7641 
FLORIDA. AND FRESH — 


COMMISSION. 
checklist of S manm 


by Larry N. Brown. [Tallahassee] 1987. 


v, 8 p. 

cover title: A checklist...mammals, 
with notes on distribution, habitat, and 
abundance. 


Mammals--Florida 


7642 
FLORIDA. LEGISLATURE. 
ntati Commi 
n opera onal review 
and develo lopment 


Traflahass 1087 £0, 12 iil 


gislative aff report. 


7643 
FLORIDA. LEGISLATURE. House of 
ntatives. Committee on a 
review oO e vision 0 orestry's 
funding process and rules, prepared by 
Susan D. Reese. [Tallahassee] 1987. 
26, 6 1. ill. 
On t.p.: Legislative 


Forests and 


FLORIDA. 


7644 
LEGISLATURE. House o 
itatives. 

review armers 
markets system,  oprengred by Patrick Maloy. 


(Tallahassee 27, 73, 2 p. ill. 
On t.p.: staff rt. 
Farm produce--marketing--Florida 


7645 
FLORIDA. LEGISLATURE. ouse 
e resentatives._ on. 


special. legislative sessions. [Sacrenento} 

Title on yf Re 1987 final report. 
88-620747 

Bills, Legislative--Florida 


7646 


ng 

a: Fegis Under 11.045 
through 11. 062, °. S.; registrations by 
name, registrations by principle name, 
registrations subject area, October 17, 
t ober 2, 1987. Tallahassee 
n. d.] 2, 87, 33, 34 p. 


-620709 


1647 

FLORIDA. STATE MUSEUM, 
Cali s and Frotoni pus 2 
the Miocene 
Barstovian-Early Hemphillian of the Gulf 
tal Plain [by] Richard C. Hulbert, Jr. 
Gainesville, 1988. 221-340 p. ill. 

(Bulletin of the Florida State 

es sciences, v. 32, no. 3) 


sn 79-8386 
Paleontology--Miocene 
Equidae 


1648 


Walter uffenbe e 
1988. 219° ill. (Bulletin of 

Florida State Museum, biological th, 


v. 32, no. 2) 
sn 79-8386 
Skinks--Philippines 


7649 
FLORIDA. STATE UNIVERSITY SYSTEM. 
Education program review: report 
| Tallahassee, 1985. 
x, D. 


State universities and colleges-- 
evaluation--Florida 


7650 
FLORIDA. STATE UNIVERSITY SYSTEM. 
Intercollegiate athletics program review: 
ort and Tallahassee, 


. iii, 69 
On t.p.: 86-5. 


College sports--evaluation--Florida 


7651 
FLORIDA. STATE UNIVERSITY 
program review: consultants' 


Letters 
rt and 
recommendations, by Robert Kello and 
Rawlings. Tallahassee 
Dp. 

On t.p.: BOR 86-2. 

Cover title: Program review of 
letters: report and recommendations. 


State universities and colleges-- 
uation--Florida 
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7652 
FLORIDA. STATE UNIVERSITY SYSTEM. Pharma 
review consultants' report [by 
obert D. Gibson, Howard C. Ansel [ 
Jack R. Cole. [Tallahassee] 1985. 
ii, 35 p. ill. 
Cover title: Pharmacy program review. 


Pharmacy colleges--evaluation--Florida 


7653 
FLORIDA. STATE UNIVERSITY SYSTEM. Program 
review report on the College of Dentistry, 
University of Florida fbx) Richard 
Christiansen. Tallahassee, 1986. iv, 48 p. 


On t.p.: BOR 86-6. 
Cover title: Program review of 
ntistry. 


Dental schools--evaluation--Florida 


7654 

FLORIDA. STATE UNIVERSITY SYSTEM. Review 
of State University System computer degree 
programs: consultants' report and 
recommendations [by] C. V. Ramamoorthy and 
Bolas D. Spaniol. Tallahassee, 1987. 
Vv, p. 

Cover title: State University...degree 
program review. 

On t.p.: BOR 87-1. 


Electronic data processing--study and 
teaching (higher)--evaluation--Flori 


7655 
FLORIDA. UNIVERSITY OF CENTRAL FLORIDA, 
Orlando. Division of Sponsored Research. A A 
reference manua 
of white col or crime ne, (by) 
Shirley R. Cossaboonm. 


d.] 69 1. + 
88-620710 
White collar crimes 


7656 
FLORIDA OF VLORIDA 


Gainesville. bureau conom 


na s of s le 
Florida's workers, by Robe a 
Lenze. Gainesville)” 1 19 p. 
. (Economic leaflets, v 
Issued monthly; $10.00 a a, year. 


Hours of 


7657 
FLORIDA. UNIVERSITY OF FLORIDA 


usiness esearc 


rmation from e Florida statistical 

shetract {by] Neddy Perez. nesville 

] p. (Economic leaflets, v. 47, 
Issued monthly; | a year. 


Statistics--Florida 


(by) trac 


leatlets, v. 46, 1987. tela p. 
Iss monthly; a_year. 
49-35066 


Microcomputers 
Local government--automation 


7659 


the 
care ry in the. Gainesville 
by] David Lenze and Jennifer Kilgore 
Gainesville] 1987. [4] p. (Economic 
7340.00 
ssued mon a_year. 
49-35066 


Medical care--economic aspects--Florida 


7660 
FLORIDA. UNIVERSITY OF FLORIDA, 
inesville. duate School. Admissions 
ecisions stu Madelyn M. 
Lockhart end Gainesv 30 p. 
State universities ey colleges-- 


admission--Florida--Gainesville 
Graduate students--Florida--Gainesville 


7661 
FLORIDA. UNIVERSITY OF FLORIDA 
tion . Number o 
ouseho and average household size in 
ril 1, 1987, by K. 
ne ane Bucca. [Gainesville] 1988. 
otbopulation studies bulletin 


77-648516 


7662 
UNIVERSITY OF FLORIDA, 
2. P pul ition Pre ran. 
To on ¥ 
county, 1987-2020 by *Stanlé Smith an 
Faith Sincich. {Gainesville [8] p. 
(Population studies a no. 83) 


7-648516 
Population forecasting 
Florida 


a 6 sheets 
10.5 x 15 cm. inicrotiche)” it Pil biennial 


State manuals--Georgia 
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4 FLORIDA. UNIVERSITY OF FLORIDA 
inesville. Bureau Economic an 
Microcomputers 
and economic analysis ca 
oe 
7663 
GEORGIA. DEPT. OF ARCHIVES AND HISTORY. 
it Georgia official and statistical register. 


1664 
GEORGIA. DEPT. OF AUDITS. Performance 
audit, of Human Resources, 
Division of Public Health, Vital Records 
program, 1988. 1988] 


Auditing--Georgia 


7665 
GEORGIA. DEPT. OF AUDITS. Performance 
audit, Department of Public Safety, Motor 
Vehicle Mana eee January 1988. 
(Atlanta, 1988] 35 p. ill. 


Auditing--Georgia 


GEORGIA. DEPT. oF AFFAIRS. 
Government Info Questions 
requen and tenants. 


Atlanta, toss. i iv, p. ill. 
Landlord and tenant--Georgia 


GEORGIA. DEPT. REVENUE. Statistical 
1986/87, vi, 42 p. ill. 


Report year ends June 30. 
41-52330 
Revenue--Georgia 


7668 
GEORGIA. HISTORIC PRESERVATION SECTION. 
Certified local governments. Atlanta 
eed 2] p. (Historic preservation fact 
shee 


Historic sites--conservation and 
restoration--Georgia 


7669 
GEORGIA. HISTORIC PRESERVATION SECTION. 
The or review program. Atlanta, 
{1] 1. (Historic preservation fact 
shee 


Historic sites--conservation and 
restoration--Georgia 


7670 
GEORGIA. HISTORIC PRESERVATION SECTION. 
Historic preservation fund survey and 
papnning grants. Atlanta [1985. 2] p. 


Historic preservation fact sheet) 


Historic sites--conservation and 
restoration--Georgia 


7671 
GEORGIA. HISTORIC PRESERVATION SECTION. 
The Historic Preservation Section. Atlanta 
i 4. 2] p. (Historic preservation fact 
shee 


Historic sites--conservation and 
restoration--Georgia 
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78672 
GEORGIA. HISTORIC PRESERVATION SECTION. 
The National Re — of Historic Places. 
Atlanta [19 24 p. (Historic 
preservation fact "Saeed 


Historic sites--conservation and 
restoration--Georgia 


7673 
GEORGIA. STATE BOARD OF PARDONS AND 
PAROLES. Annual report to the Governor. 
the Lieutenant Governor, the General 
Assonbly. , the Attorney General. 1987/88. 
Atlanta. 7 1. ill. 
Report year ends June 30. 


sf85-9169 
Pardons--Georgia 
Parole--Georgia 


7674 
GEORGIA. UNIVERSITY OF GEORGIA. Board of 
university System of Georg /87. 
Atlanta. 989 p. 
Report year ends 

State universities and colleges-- 
statistics--Georgia 


Board 
Bere. digest. 85/86. [Atlanta] 


86-640967 
State universities and colleges-- 
statistics--Georgia 
Public universities and colleges-- 
statistics--Georgia 


71676 
GEORGIA. UNIVERSITY OF GEORGIA, Athens. 
College of A riculture. Experiment 
Stations. 1987 corn performance tests. 
Paul L. Raymer “ena others] editors. 
{Athens 1988: ill. (Research 


GEORGIA. GEORGIA, Athens. 
weed contro Carroll 
Johnson, Rev. 1987] 10 p. 
(Bulletin 930) 

Agronomy 3 - Corn. 


rn--weed control 


7678 
GEORGIA. UNIVERSITY OF 


GEORGIA, pene 
Cooperative Extension Service. Chemic 
in forage crops [by 
C. Michael French. Rev. Athens, 1987] 
10 p. “(Bulletin 976) 


Agronomy 3 - Forages. 
Forage plants--weed control 
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71679 

GEORGIA. UNIVERSITY OF GEORGIA, 
Cooperative Extension Service. Eating 
out/fas : for the hea or it [by 
Richard D. Lewis. [Athens, 1987] 11 p. 
ill. (761-7) 

F&N. 
Convenience foods 
Fast food resta 


7680 

GEORGIA. UNIVERSITY OF GEORGIA, puhens: 

rative Extension Service. Fa ets: 
or e oO y Ric D. Lewis. 
(Athens, 1987] 7 p. (761-6) 

F&N. 

Reducing diets 
Nutrition 


7681 
GEORGIA. UNIVERSITY OF GEORGIA, Athens, 
rative Extension Service. Fitness an 
weig oss: for e he of it 
Richard D. Lewis. [Athens, 1987] 5 p. 


Exercise 


7682 
GEORGIA. UNIVERSITY OF GEORGIA, 
cooperative Extension Service. Lifestyle 
Cc s: for the hea i) y Richard 
D. —. [Athens, 1987] 5 p. . (761-4) 


Life style 


7683 
GEORGIA. UNIVERSITY OF GEORGIA, Athens. 
Cooperative Extension Service. The an, 
Weight oF iF Off wisely Richi D. 
ae {Athens, 1987] 7 p. . (PA-F-339) 


Reducing diets 
Exercise 


GEORGIA. UNIVERSITY OF GEORGIA, Athens. 
Cooperative Extension Service. Shade e 
Kim D. Coder. [Athens, 1987. folder. ill. 
(Leaflet 366) 

Plant pathology fact sheet; Path 5. 


Shade trees 


7685 
GEORGIA. UNIVERSITY OF GEORGIA, Athens. 
Cooperative Extension Service. 50 


estin Owen 
1987] $ p. ill. (Leaflet 99) 
Agronomy 2-3. 


Soils--analysis--Georgia 


7686 
GEORGIA. 


UNIVERSITY OF GEORGIA, 
Cooperative Extension Service. Soils 0 
Georgra ‘Tey Seg a ars. Rev. 
Athens, 1987] 30 p. ill. (Bulletin 662) 

Agronomy 2-2. 
Soils--Georgia 


1687 

GEORGIA. WEST GEORGIA COLLEGE, 

Archaeological studies of a marsh island: 
the cultural occupation of Colonel's 
Island, Georgia. Edited by Karl T. 
Steinen. Contributions by Elizabeth Reitz 
ieee others] Carrollton, 1987. vii, 86 p. 
ll. (Studies in the social sciences, 


) 
$4.00 
88-620725 
Archaeological surveying--Georgia-- 
Colonel's Island 
Excavations (Archaeology)--Georgia-- 
Colonel's Island 


v. 2 


HAWAII. DEPT. OF BUSINESS AND ECONOMIC 

DEVELOPMENT. List of DBED publications 

1987. (Honolulu, 1988] 
p. 


State publications--Hawaii 


7689 
HAWAII. DEPT. OF COMMERCE AND CONSUMER 
AFFAIRS. Annual report: Design 
Professional Conciliation Panel, Medical 
Claims Conciliation Panel. 1987. 
(Honolulu) [5] 1. 


Medical personnel—-malpractice--Hawaii 


7690 

HAWAII. DEPT. OF COMMERCE AND CONSUMER 

e ‘ apte administrative 
practice and procedure; chapter 131, rules 
relating to the Hawaii cable television 
systems law; Chapter 132, fees to be Fay 
by cable television systems. [Honolulu, 
n. 15, 3 p. 


Administrative agencies--rules and 
ractice--Hawaii 
ble television--Hawaii 


7691 
HAWAII. DEPT. OF EDUCATION. 
Instructional Services. General lucation 
rancn. achievem 


B h. Student hi ent report: low 
achievers. 5th; 1988. [Honolulu] ra, 77 p. 


annual. (RS 87-3068) 


Educational tests and measurements--Hawaii 
Underachievers--Hawaii 


7 
a 
‘ 
HAWAII 
7688 
7684 
2.50. 
ae 
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71692 
HAWAII. LAWS, STATUTES, ETC. Chapter 421H, 
Hawaii revised statutes, limited-equity 
housing cooperatives. [Honolulu] Dept. of 
Commerce and Consumer Affairs 1988] 5 p. 
On cover: Unofficial. 
25 cents. 


Apartment houses, Cooperative--law and 
legislation--Hawaii 


7693 
HAWAII. LAWS, STATUTES, ETC. Chapter 51 
Hawaii revised statutes, horizonta 
roperty regime. [Honolulu] Dept. of 
mmerce and Consumer Affairs [1988] 42 p. 
On cover: Unofficial. 


Condominiums--law and legislation--Hawaii 


7694 
HAWAII. [OFFICE OF THE] LEGISLATIVE 
AUDITOR. aluation of job sharing for 
nurses in the Department of Health: a 
report to the Governor and the Legislature 
of the State of Hawaii. Honolulu, 1988. 
10 1. (Report no. 88-14) 


Nurses--Hawaii 
Job sharing--Hawaii 


7695 
HAWAII. [OFFICE OF a LEGISLATIVE 
AUDITOR. Sunrise analysis of a — to 
regulate the practice of locksmithing: a 
report to the Governor and the Legislature 
of the State of Hawaii. Honolulu, 1987. 
18 p. (Report no. 87-18) 


88-620723 
Locksmiths--Hawaii 


7696 

HAWAII. [OFFICE OF THE] LEGISLATIVE 
AUDITOR. Sunset evaluation report: 
regulation of commercial employment 

S: a re overnor e 
fegisiature PS: State of flawa 
Honolulu, 1988. 30, A 5, BQ9p. (Report 


no. 88-3) 
88-620724 
Sunset review of government programs-- 
Hawaii 
Employment agencies--Hawaii 


7697 

HAWAII. [OFFICE OF THE] LEGISLATIVE 
AUDITOR. A study of electricity costs and 
consumption at the University of Hawaii; 
ery report: a report to the 
overnor and the Legislature of the State 
of Le Honolulu, 1988. 38 p. (Report 
no. 88- 


Electric utilities--costs--Hawaii 
universities and colleges--finance-- 


7698 
t 
report to Governor and the Legislature 


of the State of Hawaii. Honolulu, 1988. 
67 p. (Report no. 88-4) 


zone management--Hawaii--Kaneohe 
y 
Special districts—-Hawaii--Kaneohe Bay 


7699 

HAWAII. [OFFICE OF THE] LEGISLATIVE 
AUDITOR. An updated review of the 
administrative reorganization of the 
University of Hawaii authorized yy the 
Board of Regents on November 15, 1985: a 
report to the Governor and the Legislature 
of the State of Hawaii. Honolulu, 1988. 
39 p. ill. (Report no. 88-5) 


State universities and colleges-- 
administration--Hawaii 


7700 

HAWAII. UNIVERSITY OF HAWAII AT MANOA. 
Grant College Program. The management 0 
yellowfin tuna in e handline fishing 
industry of Hawaii: a 
handbook [by] Robert M. Nakamura 
others. Honolulu, 1987] vii, 32 p. ill. 
(Sea grant advisory report 88-01) 

Dept. of Business and Economic 
Development, Ocean Resources Branch. 
Contribution no. 36 

$4.00; available from the University 
of Hawaii, Sea Grant College Program, 
Communications Office, 1000 Pope Road, MSB 
200, Honolulu, HI 96822. 


Tuna fishing--handbooks, manuals, etc. 


7701 
HAWAII. UNIVERSITY OF HAWAII AT MANOA. 
Grant College Frogran. Two decades 0 
achievemen n e ocean: University of 
Hawaii Sea Grant College Program, 1968- 


aneous 


Marine 


7702 
IDAHO. COMMISSION FOR PARDONS AND PAROLE. 
The licies and procedures of the Idaho 
Commission for Pardons and Parole, adopted 
October 28, 1987. [Boise. 19877] 


viii, 44 p. 

88-620832 
Pardon--Idaho 
Parole--Idaho 
Administrative agencies--rules and 
practice--Idaho 


‘ 
IDAHO 
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7703 
ILLINOIS. AGRICULTURAL STATISTICS SERVICE. 
— farm facts. Springfield [1986] 
p. 


Agriculture--Illinois 


7704 
ILLINOIS. BOARD OF HIGHER EDUCATION. 


Siepetory of higher education. 1988. 
Springfield. 54 p. ill. 


74-646091 
Education, Higher--directories--Illinois 


ILLINOIS. BOARD Procpedi 
1985/86. (Springfield) 268 = e annua = 
Report year ends 


State universities and 


7706 
. BUREAU OF COUNTY FAIRS. Illinois 
county fairs; recapitulation of the 
reports of the agricultural and industrial 
fairs receiving aid from the State of 
1987. [Springfield] 86 p. 
annual. 


Fairs--Illinois 


17 
ILLINOIS. BUREAU OF THE BUDGET. Offici 
notice of bond sale and bid form: State o 
Illinois $80,000,000 Build Illinois bonds 
sales tax revenue bonds) series E. 
Springfield, 19877] 10 p. 


State bonds--Illinois 


7708 
ILLINOIS. BUREAU OF THE BUDGET. Offi: 
statement: State of Illinois $80,000,000 
Build Illinois bonds (sales tax revenue 
bonds) series E. [Springfield] 1987. 
25, A 9, B 3, C 8 p. 
State bonds--Illinois 


7709 
ILLINOIS. COMMERCE COMMISSION. Economic 
development/incentive utility rates: 
olicy ones ort [by Dennis L 
weatman, David udd, and Randy J 
Corbin] springfield, i987. various 


pagings. 

88-620791 
Economic development--Illinois 
Public utilities--Illinois 


7710 
ILLINOIS. COMMERCE COMMISSION. Electric 
wheeling in Illinois: a study and report. 
Submitted to the Illinois Geusral Assembly 
pursuant to: Section 8-405.1 of the 
revised Public utilities act [by Kenneth 
Costello and others] Springfield, 1987, 
xxix, 158 p. ill. 
88-620792 


Electric power transmission--Illinois 


7711 
ILLINOIS. COMMISSION ON INTERGOVERNMENTAL 


987. 400 p. 
76) 


governmen 
memorandum no. 


Grants-in-aid--Illinois 
Intergovernmental fiscal relations-- 
Illinois 


ILLINOIS. CIVIL SERVICE COMMISSION. Annual 
report. 80th; 1986/87. Springfield. 13 p. 
Report year ends June 55001 


State officials and euployees——Iilinois 
Civil service--Illinois 


7713 
ILLINOIS. CRIMINAL JUSTICE INFORMATION 
AUTHORITY. The pretrial process in Cook 
County: an analysis of bond decisions made 
in felony cases during 1982-83, by 
Christine A. Devitt [and] John D. Markovic 
with James R. Coldren. [Chicago] 1987. 


vii, 93 p. ill 

88-620806 
Pre-trial procedure -Tllinois--Cook County 
Bail--Jllinois--Cook County 


71714 
ILLINOIS. DEPT. OF AGRICULTURE. Division 
of Marketing. Illinois hay directory, 
= sting hay producers, dealers, 
and forage analysis labs in the State of 
1st ed. (Springfield, n.d.] 
p. 
Issuec with Illinois 
cored and Grasslands Council, Illinois 
iA Association, and University of 
i ois, Cooperative Extension Service. 


Hay trade--directories--Illinois 


Tor. DEPT. OF CENTRAL MANAGEMENT 
VICES. Small business set-asides; 
po he to the members of the Gener 
Assembly. 1985/86. [Springfield] 3 1. 
annual. 
Cover title: State of Illinois small 
business report. 


Small business--finance--Illinois 


4 
702 
é 
= 
7705 
7712 
. 
we 
@ 5 
7715 


7716 
ILLINOIS. DEPT. OF COMMERCE AND COMMUNITY 
AFFAIRS. Enterprise zone descriptions and 
accomplishments. (Springfield, 1987] 62 p. 


Enterprise zones--Illinois 


71717 
ILLINOIS. DEPT. OF COMMERCE AND COMMUNITY 
AFFAIRS. of Urban Assistance. 
Venture rectory. 
(Springfield, dj} 1 
Venture capital--directories--Illinois 


7718 
ILLINOIS. DEPT. OF CONSERVATION. 1987 
Illinois 
Ispringtield, n.d.] she 


Hunting--Illinois 


7719 
ILLINOIS. DEPT. OF CONSERVATION. Banner 
Marsh State Fish and Wildlife Area, Rice 
Lake State Fish and Wildlife Area natural 
management plan. |[Springfield, 
n p. 


Wildlife management areas--Illinois 


7720 
ILLINOIS. DEPT. OF CORRECTIONS. 
Statistical resentation. 1986. 
Springfield. ix, 85 p. ill. annual. 
82-646749 


7721 
ILLINOIS. DEPT. OF Bureau of 
Administration Pl 


udge ec human servic 
plan, vol. 3 1986/88. [Springfield] 


"138 p. ill. 
Corrections-—-Illinois 


1722 
TLLEpOrs. DEPT. OF ENERGY AND NATURAL 
RESOUR Land treatment using plant-soil 
to purify wastewater and 
resources. (Springfield, n.d. 


Sewage irrigation 


ILLINOIS. DEPT. OF ENERGY AND NATURAL 
RESOURCES. Office of Solid Waste and 
Renewable Resources. A practical system 

e use of a in diesel engines: 
final report [by]. D. Savage [and A. 
White. Prepared by University of tiinots 
at Urbana-Champaign, Dept. of Mechanical 
and Industrial Springfield, 
1987. ix, 322 p. ill. 

Free; limited copies available from: 
Energy Information ae 325 West 
Adams, 62704 

ILENR/AE-87/02. 


Alcohol as fuel 
Diesel motor-—-fuel systems 
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7724 

ILLINOIS. DEPT. OF INSURANCE. Item 
statistics for 1986 sitspese life 
insurance and accident & health insurance 
examinations, prepared by the Center for 
Occupational and Professional Assessment, 
Educational Testing Service for the 
Illinois Dept. of Insurance. [Springfield] 
1987. unpaged. 


1725 
ILLINOIS. DEPT. OF INSURANCE. 
Market Division. “CHIP", a compref ve 
fealth insurance plan of Illinois; 
information. Springfield [n.d.] 


Insurance, Health--Illinois 


ILLINOIS. DEPT. OF NUCLEAR SAFETY. Annual 
report. 1986. [Springfield] 24 p. ill. 
Radioactivity--safety measures--Illinois 


7727 


OF Re 7 
social services block grant. 1987/88. 
Springfield. 52 p. ill. annual. 

Report year ends June 30. 


86-643536 
Federal aid to public welfare—-Illinois 


1728 
enn DEPT. OF PUBLIC AID. right 
to appeal and to receive a hy heari 
Sp vise field, n.d.] folder. il 
PA 377 R-9--86)} 


Administrative remedies 


7729 
ILLINOIS. DEPT. OF PUBLIC HEALTH. Human 
services plan, part I, human services data 
report, volume 7. 1987/88. [Springfield] 
various pagings. 


Public health--Illinois 


7730 
ILLINOIS. DEPT. OF REVENUE. Repecting 
receipts from: county/municipal retailers 
occupation tax, county/municipal service 
occupation tax, county/municipal use tax; 
amounts collected from State tax excluded. 
1984/85-1986/87. Springfield. 3 v. 
Report year ends in June. 


Business tax--Illinois 
Use tax--Illinois 
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7731 
ILLINOIS. DEPT. OF REVENUE. Reporting 
receipts from: county/municipal retailers 
occupation tax, service 
occupation tax, county/munici use tax; 
amounts collected from State qaobeled. 
1986. Springfield. 24 p. 


Business tax--Illinois 
Use tax--Illinois 


71732 
ILLINOIS. DEPT. OF REVENUE. Reporting 
receipts from: retailers' occupation tax, 
service occupation tax, use tax; amounts 
collected for municipalities -~ counties 
excluded. 1985/86. Springfield. 28 p. 


Business tax--Illinois 
Use tax--Illinois 


ILLINOIS. DEPT. "OF property tar 

Services Bureau. Illinois 
stics. Springfield. 52 p. 

ill. annual. 


a44-5278 
Property tax--statistics—-Illinois 


7734 
ILLINOIS. DEPT. OF STATE POLICE. 
the Director. [Annual report on e 
of the litan Enforcement 
Groups ( MEG)} 1986 . Spr ield. 2 1. 
Caption tle 


Narcotics, Control of--Illinois 


7735 
ILLINOIS. DEPT. OF TRANSPORTATION. 
Desi highway truck route 
sys large vehicles and 
s ri eld, 1987. col. map 
on sheet 71 x cn. 

Available from: “ee of 
2300 Dirksen Parkway, Springfield, 
Illinois 62764. 


Road maps--Illinois 


7736 

ILLINOIS. DEPT. OF TRANSPORTATION. 
Illinois Department of Transportation 
affirmative action plan for fiscal year 
1988 for Illinois age ee of Human 
Rights, pre d by Nicki Smith, J. Terry 
Ransom and Donald Williams. 
(Springfield] 1987. x, 213 p. ill. 

title: Affirmative action plan, 


Affirmative action programs--Illinois 


1737 
ILLINOIS. DEPT. OF TRANSPORTATION. 
Motorcycle accident facts, 1986. 
(Springfield, n.d.] 15 p. 


88-620793 
Motorcycling--Illinois 
Traffic accidents--Illinois 


7738 
ILLINOIS. DEPT. OF TRANSPORTATION. 
of. Mater Hesources. Negro Creek, 
ureau County. 


[Springfield], 19 1987, ill. 


Flood control--Illinois--Negro Creek 


1739 
AGING. Elder abuse and 


he Illinois response. 


Aged--abuse of--Illinois 


7740 
ILE DIVISION OF AIR POLLDTION 
OL. Report on the _ methods, 
seceeaaste, and problem resolution for 
compiling the non-utility sulfur dioxide 
emissions ral Pr base for the Illinois 
Environment ee on Agency Star 
Submitted to Environmental 
Springfield, 1987. 
Dp + 

On cover: Illinois State Star Project. 

IEPA/APC/87-022. 


ag —-Illinois 
Acid 


7741 
ILLINOIS. DIVISION [OF] ENERGY AND 
ENVIRONMENTAL AFFAIRS. Research compendium 


on selected as cts of pesticides and pest 


‘ield, 198 


Pesticides—-Illinois 
Pests--control--Illinois 


xi, 164 p. 


71742 
a DIVISION OF FAIRS AND HORSE 
RAC Horse _ Rac Pro; Illinois 
trotoua re reeders und; foal 
registrations of [Illinois conceived and 
foaled and Illinois foaled thoroughbreds. 
1987. [Springfield] 94 p. annual. 


Horse breeders--Illinois 


1743 
ILLINOIS. DIVISION OF FOREST RESOURCES. 
Illinois- ofrown Christmas trees, 1987. 
(Springfield, n.d.] 31 p. ill. 


Christmas trees--Illinois 


71744 
ILLINOIS. DIVISION OF HEALTH ASSESSMENT 
AND caneee Annual summary of pediatric 
and nutrition surveillance data. 
1985. Prspriagfield] 30 p. ill. 


Maternal health services--Illinois 
Infants--nutrition--Illinois 


: 


{SUPPLIES} OF] PUBLIC WATER 
SUPPLIES scellaneous waterworks notes: 
hemistr miscellaneous definition 
toy] i ael D. Curry. Springfield, 1987. 


Water--analysis 


7746 
ILLINOIS. DIVISION OF WATER Renata 
CONTROL. P. Lake 


Sub- Unit: olunteer mo Td 
program] Vol. 7. Southern T1linois 
e region. 1986. By David B. Muir. With 
coordination and guidance by 
onna F. Sefton and Janet Hawes. 
Springfield. vi, 98 p. ill. annual. 

Issued in cooperation with Greater 
Eevot Planning Development 


IEPA/WPC/87-007G. 


Water quality--Illinois 
Lake 


1747 
ILLINOIS. ENVIRONMENTAL PROTECTION AGENCY. 
Data-collection methods and data summary 


for the assessment of water ality in 
Cedar Creek, west-central Illi 
R. D. McFarlane, W. O. Freeman, 

Schmidt. logteal in coo ellen with 
U. S. Geological Survey. Urbana, 1987. 
vi, 177 p. (U. S. Geological Survey. 
Open-file 87-543) 

Available by purchase her U. S. 
Geological Survey, Books and n-File 
Reports Section, enter, 
Box 25425, Denver, CO 80225. 


Water quality--Illinois--Cedar Creek 
Stream measurements--Illinois--Cedar Creek 


71748 
ILLINOIS. ENVIRONMENTAL PROTECTION AGENCY. 
A review of agrichemical programs and 
G. Taylor. Springfiel 


43 p. 
Agricultural pollution--Illinois 
Water quality management--Illinois 


7749 
ILLINOIS. ENVIRONMENTAL PROTECTION AGENCY. 


Enforcement Programs. Hazardous waste 
in 1985/86. Written 
Jose and Joan Muraro. 


Springtield 82 p. annual 
year ‘June 30. 
A/ENF/87-018. 


Hazardous wastes--Illinois 
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Concrete in Illinois: story 


7750 
ILLINOIS. FARM ELECTRIFICATION COUNCIL. 
Commi 
4] (Farm, Electr Council. 


Electric water heaters 


7751 
ILLINOIS. FARM ELECTRIFICATION 
fonsumer— Education Committee. What to 
during electrical o Urbana ind 
4] PB. ill. (Para, Electrification Council. 
Fact sheet no. 15) 


Electric power failures 


71752 

ILLINOIS. GENERAL ASSEMBLY. List of 
members, rules, and committees, State 
officers, United State senators, 
representatives in Congress, the 
Supreme Court. 85th; 1987. Compil by 
Linda Hawker and John F. elon 
[Springfield] 313 p. 

Cover title: of Illinois 
Legislature. 


sn85-63867 
Legislative bodies--handbooks, manuals, 
etc.—-Illinois 


1753 
ILLINOIS. HISTORIC PRESERVATION AGENCY. 
Division of Preservation Services. 


[by] William B. Coney 
arbara M. Posadas. [Springfield, nay 


15 p. ill. (Illinois preservation series 
number 8) 


$1.00 
sn84-12059 
Concrete 


ILLINOIS. HISTORIC PRESERVATION AGENCY. 
pivision of Services. 


historic [Springfie d, n.d.j 
folder. ill. 


Historic sites--Illinois 
Historic buildings--Illinois 


7755 
ILLINOIS. NATURAL HISTORY SURVEY 
(DIVISION] Controlling vegetation 
with triploid ass carp Michael i 
Wiley, Pamela P. Tazik ky (a Stephen T. 
Sobaski. 1987] 16 p. ill. 
(Circular 5 
Single copies free. 


Aquatic weeds--control 
Carp 
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7756 
ILLINOIS. NATURAL HISTORY SURVEY 
VISION] 
Rampal, 87] p. {Circular 56) 
e copies free. 


Trees, Care of 


7757 
LLINOIS. NATURAL HISTORY SURVEY 
enus Polybotrya ryopter 
nC. (Orbenel 4 
Single copies free. 


Ferns 


7758 
ILLINOIS. OFFICE OF CHEMICAL SAFETY. 
zene chemical. information sheet. 
jeld, 1987. [2] p. 
A/ENV/87-001-9. 


Hazardous substances 


7759 
ILLINOIS. oe OF CHEMICAL SAFETY. 
Trichloroethylene chemical information 
sheet. S ringlield, 1 1986. 2 p. 
IEPA 87-001-1 


Hazardous substances 


7760 
OF SECRETARY OF 
TATE. llinois _— guide. 
Toprinetield. 1987] 20 


Capitols-—-Illinois 


7761 
ILLINOIS. PROPERTY TAX APPEAL BOARD. ape 
of tilinots official rules of the Property 
Tax oes Board. Springfield, 1986. 
unpage 


Property tax--Illinois 
agencies--rules and 
practice--Illinois 


7762 
ILLINOIS. PROPERTY TAX APPEAL BOARD. 
Synopses of rendered. 
Cover ti 


88-620805 
Property tax--Illinois 


7763 
ILLINOIS. SOUTHERN ILLINOIS UNIVERSITY, 
bondale. Board of Trustees. Treasurer's 
report to the bond holders. 1986/87. 
[Carbondale] 24 p. annual. 
Report year ends June 30. 


School bonds--Illinois--Carbondale 
State universities and colleges--finance-- 
Illinois--Carbondale 


7764 
ILLINOIS. STATE BOARD OF EDUCATION. 
of Research and _ Evaluation. Illinois 
u Cc and schools. 
7587/88. Springfield] “xvi, ill. 


School 


7765 
ILLINOIS. STATE BOARD OF INVESTMENT. 
— report. 1986/87. [Chicago] 36 p. 


Report year ends 
Investment of public funds Tilinois 


7766 
ILLINOIS. STATE EMPLOYEES' RETIREMENT 
Ss Component unit financial report. 
Springfield] 56 p. annual. 
year ends June 30. 


State and employees--salaries, 
etc.--Illinois 

State officials and employees--pensions-- 
Illinois 


7767 
LLINOI GEOLOGICAL SURVEY 
IVISIO! Inde a c maps of 
llinois. Glaeeien. 6. col. map on 
sheet 71 x 42 cm. 
Issued in cooperation with the U. S. 
Geological Survey. 


Topographic maps--indexes--Illinois 


ILLINOIS. STATE LABOR RELATIONS BOARD. 
gage report. 3d; 1986/87. [Springfield] 
Report year ends ~/—_- 30. 
86-647531 
Industrial relations--Illinois 


7769 
ILLINOIS. STATE LIBRARY, Springfield. 
Illinois State Libr serving nois. 
(Springfield, 19877] folder. 
State libraries--Illinois 


7770 
ILLINOIS. STATE UNIVERSITIES RETIREMENT 
SYSTEM. Accounting Dept. Component unit 
financial repor /87. Champaign. 
80 p. ill. annual. 
Report ya year ends June 30. 
86-644202 

universities and colleges-- 

College teachers--salaries, etc.--Illinois 
College teachers--pensions--Illinois 


7768 
Fe: 
tte 
= 
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7771 

ILLINOIS. STATE WATER SURVEY. Water 
withdrawals in Illinois, 1986, by James R. 
Kirk. Prepared in cooperation with U. S. 
ii co Survey. Champaign, 1987. 43 p. 
ill. (Ci 167) 

ISWS/CIR-1 167/87. 

-$20794 


Water consumption--Illinois 


77172 

ILLINOIS. TEACHERS' RETIREMENT 
annual financial report. 
1986/87. [Springfield] 60 ill. 

Report year ends June 30. 

79-643634 

Teachers--salaries, etc.--Illinois 
Teachers--pensions--Illinois 


ILLINOIS. UNIVERSITY OF ILLINOIS, 
Annual financial report of the Univers 
of Illinois auxiliary facilities system. 
1986/87. [Urbana] 26 p. 

Report year ends June 30. 


State universities and colleges--finance-- 
Illinois 


7774 
ILLINOIS. UNIVERSITY OF ILLINOIS, pana. 
Dept. of Chemistry. Organic seminar 
cts. 1987/88. "semester I. Urbana. 
59 p. ill. ‘annual. 

Chemistry, Organic--abstracts--Illinois 


775 
ILLINOIS. UNIVERSITY. OF ILLINOIS, 
Division of Services Cr e 
services 
"1985/86. {Urbana}. $3 1. 


Handicapped children--services for-- 
Illinois 


717716 
ILLINOIS. UNIVERSITY OF ILLINOIS, agi. 
Institute of Government d_ Public 
Affairs. Annual report. [Urbana] 
35 p. ill. 


Public administration 
Research institutes--Illinois—-Urbana 


ILLINOIS. UNIVERSITY” OF ILLINOIS, (roan. 
Institute _ of Government and 

ur employmen' 

arent 1980- “1984 by Peter V. Schaeffer 

and William Sander. Peter F. Nardulli, 

1987. 16 1. (Working 


Employment 
Education 


ILLINOIS. UNIVERSITY OF ILLINOIS, 

hool of Music] Council of Research 
usic ucation. u ory 

approved music education dissertations 
in progress. 1984-85. Richard J. Colwell, 
editor. Urbana. 2 v. 

Cover title: Directory of 
international music education 
dissertations in progress. 


Dissertations, Academic 
Music-—instruction and study--Illinois 


ILLINOIS. UNIVERSITY OF ILLINOIS, Urbana. 

School of Social Work. Permane 

assignment of a Oo nursing home 

residents [by] Michael A. Patchner and 

Merlin = Taber. With Emer Dean Broadbent 
and others. Pre for Dept. of Public 
d. Urbana] c19 17 p. ill. 


Nursing home care 


7780 
ILLINOIS. UNIVERSITY OF ILLINOIS, Urbana. 
Soviet Interview Fro Assessing 
ary an performance: an 
initial et [byl Michael Berbaum [and] 
William gtr (Urbana] 1987. 30 p. 
(Working paper # 
88-620795 


Civil-military relations—-Soviet Union 


experience ani tween male and 
female wages in the Soviet Union by] 
Elizabeth {and] James R. 
[Urbana] 1987. 17 p. poner #42). 
Equal pay for equal work--Soviet Union 


ILLINOIS. UNIVERSITY OF ILLINOIS, Urbana, 
Soviet Interview Pro Life in the 
ie eve oO e Gorbachev era: some 
results of the Soviet Interview Project 
james ames R. [Urbana] 1987. 41 p. 
forking paper 
620797 


Quality of life--Soviet 
7783 

ILLINOIS. UNIVERSITY OF ILLINOIS, Urbane. 
Soviet Interview Project. Mana 
response to tautness oviet planning: 
evidence from the Soviet Interview Project 
[by] Susan J. Linz. Urbana] 1987. 
0 p. (Working paper # 


Economic policy--Soviet Union 
7784 

ILLINOIS. UNIVERSITY OF ILLINOIS, 
Soviet Interview Pro get The 
fang ‘Amy C ning. 1987 
an y Cor rbana A 
Workin r # 

88-620799 
Books and reading--Soviet Union 


707 
| 

17173 
Urbana. 
Soviet 
Garrard 
40 p. + 
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7785. 
ILLINOIS. UNIVERSITY OF ILLINOIS, stbane. 
Soviet Interview Project. The "treadm 
of Soviet economic reforms: management's 
erspective [by] Susan J. Linz. [Urbana] 
987. 23, A 54 p. (Working paper #: 
88-620800 


Economic policy--Soviet Union 


INDIANA 


7786 
INDIANA. The futures of Indiana: trends 
affecting economic change 1986-2000. 
Indiana Economic 
velopment Council, Inc. oe 57 p. 


Economic development--Indiana 


71787 
INDIANA. Ports of Indiana. [Indianapolis, 
n.d.] 4 pieces in portfolio. ill. 


Terminals (Transportation)--Indiana 


7788 
INDIANA. AGRICULTURAL EXPERIMENT STATION, 


Lafayette. Inspection of commercial 
fertiitese 1986. West Lafayette. 185 p. 
(Inspection report 162) 


Fertilizers 
Manures 


7789 
INDIANA. CHILD WELFARE/SOCIAL SERVICES 
DIVISION. Evaluating day care: why a 
ein facility? Indianapolis, 1987. 
p. 


Day care centers 


7790 
INDIANA. CHILD WELFARE/SOCIAL SERVICES 
DIVISION. Licensed day care centers. 
Sept. 1, 1987. Indianapolis. 29 p. annual. 


Day care centers--Indiana 


7791 
INDIANA. COMMISSION ON VOCATIONAL AND 
TECHNICAL EDUCATION. Vocational and 
technical education; abridged version of 
the Indiana State plan for 
vocational/technical education, fiscal 
year 1988. [Indianapolis, 19877] 8 p. 


Vocational education--Indiana 
Technical education--Indiana 


7792 
INDIANA. DEPT. OF CORRECTION. Adult female 
commitments: rcentage by county, fiscal 
= 1986-87. [Indianapolis, n.d. 1] 1. 


Women prisoners--Indiana 


71793 
INDIANA. DEPT. OF CORRECTION. Adult male 
commitments: by county, fiscal 
Ol 1986-87. [Indianapolis, n.d. 1] 1. 


Prisoners-—-Indiana 


7794 
INDIANA. DEPT. OF CORRECTION. Research and 
Statistics Section. Commitmen y fisc 
year. [Indianapolis, n.d. 1] 1. 
Prisoners--Indiana 


7795 
INDIANA. DEPT. OF CORRECTION. 
tatistics Section. County of commitmen 
sdemeanants an elons, 
fiscal year 1985-86 vs fiscal year 


1986-87. [Indianapolis, n.d. 3] 1. 
Women prisoners--Indiana 


1796 
INDIANA. DEPT. OF CORRECTION. Research and 
Statistics Section. County of commitmen 
for all male misdemeanants and felons, 


fiscal year 1985-86 vs fiscal year 
1986-87. [Indianapolis, n.d. 3] 1. 


Prisoners--Indiana 


7797 
INDIANA. DEPT. OF EMPLOYMENT AND TRAINING 
SERVICES. Indiana works. [Indianapolis, 
1987?] folder. ill. 

Dept. created by the 1987 Indiana 
Gene Assembly. 


Labor bureaus--Indiana 


. 71798 
INDIANA. [{DEPT. OF ENVIRONMENTAL 
MANAGEMENT. Division of Ground Water] The 
protection 0 ndiana’s ground water: 
strategy and draft — plan. 
p. 


Indianapolis, n.d.] 75, 3 
Cover title. J 


Water, Underground--Indiana 
Water quality management--Indiana 


7799 

INDIANA. EMPLOYMENT SECURITY DIVISION. 
Occupational wage survey, 1986: earnings 
for selected occupations in manufacturi 
industries. [Indianapolis, 1986] v.- ill. 
(A labor market information publication) 

Each volume covers a different county. 

Available from: Employment Securit: 
Division, Labor Market Information an 
Statistical Services, 10 North Senate 
Avenue, Indianapolis, Indiana 46204. 

88-620751 

Wages--Indiana 


. 
708 
q 
4 
Lily 
te 
Ge. 
@) 
~ 
b 
| 
§ 


Monthly Checklist of State Publications Vol. 79, no. 5 


INDIANA. EVANSVILLE STATE HOSPITAL. Annual 
report. 1986/87. [Evansville. 8] p. ill. 


Hospitals, State--Indiana--Evansville 


INDIANA. "S$ COMMISSION ON CHILD 
SUPPORT. Final report. [Indianapolis] 
1985. 29 p. ill. 

88-620752 
Child support--Indiana 


7802 

INDIANA. INDIANA UNIVERSITY, 
Libraries. Issues in researc 

rarianship; proceedings of a forum 
series [held] January-April 1987. 
Co-sponsored by Indiana Universit 
Libraries [and] Indiana University Schoo 
of Library and_ Information Science. 
Bloomington %119872] 122 

620753 


Research libraries--addresses, essays, 
lectures 


INDIANA. INDIANA UNIVERSITY AT KOKCMO. 
Office of Foreign shadow 
over U.S. markets, papers presented at 
Indiana University at Kokomo leaders in 
industry and education. Edited by Hugh L. 
Thompson and Dow Richardson. [Kokomo, 
n.d.) viii, 99 p. 


88-6 
Foreign trade promotion--addresses, 
essays, lectures 
International economic relations-- 
addresses, essays, lectures 


7804 
INDIANA. OFFICE OF GIFTED AND TALENTED 
EDUCATION. Recommended practices in the 
education and upbringing of the gifted: a 
preatecs report on an assessment of the 
nowledge base; leadership accessin 
monograph, education of gifted an 
talente outh [by] Bruce Shore in 
| with Dewey G. Ann 


OAs) land) can . Ward. 


88-620755 
Gifted children--education 
Talented students 


7805 
INDIANA. OFFICE OF THE ATTORNEY GENERAL. 
Declaration of Independence, Constitution 
of the United States, Constitution of 
Indiana. [Indianapolis, c1985] 59 p. 
88-620756 

Constitutions--United States 

Constitutions, State--Indiana 


7806 
INDIANA. TREASURER OF STATE. Treasurer's 
roe Program (TFP). [Indianapolis, n.d.] 
older. 


Agricultural credit--Indiana 


7807 
IOWA. ARTS COUNCIL. Arts, Iowa Arts 
Council 1988-1989 season. [Des Moines, 
n.d.] 24 p. ill. 


Performing arts--Iowa 


IOWA. ARTS COUNCIL. Grants-in-aid. [Des 
Moines, n.d.} 39 p. ill. 


Grants-in-aid--Iowa 
Cultural policy—-Iowa 


7809 
AID COMMI er Annual 
port. /87. [Des Moines p. 


Student aid--Iowa 


IOWA. COMMISSION THE AGING. Annual 
1984/85- Des Moines. 2 v. 


1985/86 has also a distinctive title: 
Achieving excellence: choices for a new 


age. 

81-641001 
Aged--Iowa 
Social work with the aged--Iowa 


7811 
IOWA. COMMISSION. Iowa 
boatin ulations 1985-86). 
Des Moines iy .d.] 16 p. 


Boats and boating--Iowa 


7812 
IOWA. CONSERVATION COMMISSION. Iowa off- 
road recreational vehicle regulations 
iezeetiee July 1985-June 30, 1987). 
ines [n.d.] 12 p. ill. 


All terrain vehicles--Iowa 
IOWA. CONSERVATIO SOMMISSION. park 
user fee. Des Moines [1986. 4] p. 


Parks--Iowa 
User charges--Iowa 


7814 
IOWA. CONSERVATION COMMISSION. State 
recreation areas designated for 
snowmobiles -86). Des 
Moines [n.d.] folder. ill. 


Snowmobiling--Iowa 
781 
IOWA. DEPT. OF ELDER AFFAIRS. Annual 
report. 1986/87. Des Moines. [3] 1. ill. 
At head of title: Partners in 


Aged--Iowa 
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7816 
IOWA. DEPT. OF ELDER AFFAIRS. Iowa senior 
citizens' handbook: a_ legal information 
and resource _ roduced by the Young 
Lawyers Sectio the Iowa State Bar 
Association. " (Des Moines, ci988] 
40,18 p. ill. 
88-620763 


etc.--Io 


7817 
IOWA. DEPT. OF MANAGEMENT. Budget report. 
1988/89. Des Moines. ue 


Budget--Iowa 


7818 
IOWA. DEPT. OF NATURAL RESOURCES. 1987-88 
conservation area directory. 
{bes 1987 vapaged. ill. 
Issued thro the Office of County 
activities. 


Nature conservation--directories--Iowa 


7819 
IOWA. DEPT. OF NATURAL RESOURCES. 
Classification of crappie habitat 
in Rathbun Lake, Iow reference to 
HY turbidity, substrate and wind 
{by Larry R. Mitzner. Des Moines] 1987. 
19 p. ill. (Technical bulletin no. 1) 


Fishes--spawning--Iowa--Rathbun Lake 


7820 
IOWA. DEPT. OF NATURAL RESOURCES. 
Pesticides in water paphies using surface 
water sources [by] nica Wnuk [and 
others. Des Moines] 1987. ii, 33 p. ill. 


Pesticides--environmental aspects--Iowa 
Drinking water-—-contamination--Iowa 


7821 
IOWA. DEPT. OF PUBLIC SAFETY. Bureau [o 
Research and Development. Iowa domestic 
abuse report: caieel release. ist; 1986. 
{By Marilyn M. Eichner. Des Moines] Iowa 
mestic Abuse System, Research 


and er ay ureau, Dept. of Public 
Safety. 29 p. ill. 


Family violence--Iowa 


7822 
IOWA. DEPT. OF REVENUE AND FINANCE. 
Analysis of + <a act of 1987. [Des 


Moines] 1988. 

88-620764 
Income tax--United States 
Intergovernmental fiscal relations--Iowa 


1823 
IOWA. DEPT. OF TRANSPORTATION. Pocahon 
County transportation study, FY 907 


pared by ys Council of Governments. 
Tames. 1 n.d.) ii, 8 1. ill. 


Transportation planning--Iowa--Pocahontas 
County 


7824 
IOWA. DEPT. OF TRANSPORTATION. Hunan 
esource ureau. Employee benefits 
Resources Sureau. n.d.J fo 3 


Employee fringe benefits-—-Iowa 
State officials and employees--Iowa 


7825 
IOWA. DEPT. OF TRANSPORTATION. 
Rese vision. Office of 
ectiveness of parallel noise 
ers: an Iowa study; afk report for 
FHWA work order no. 1-83-3610-IA-12 


{byl Ron Ridnour and Dale Vander Schaaf. 
es, 1987. 37 p. ill. 


Noise barriers--Iowa 
Traffic noise--Iowa 


7826 
IOWA. DIVISION OF COMMUNITY ACTION 
AGENCIES. Community action in Iowa: annual 
report. 1986. [Des Moines] 28 p. ill. 


Economic assistance, Domestic--Iowa 


1827 
IOWA. DIVISION OF JOB SERVICE. The 


Burlington (Des Moines County) wage 
survey. — 1987. 25 p. + 

Cover ti Wage survey, Burlington 
labor area, Des Moines, 1987. 


Wages--Iowa--Des Moines County 


7828 
IOWA. DIVISION OF JOB SERVICE. The Clinton 
Eee County) wage survey. Clinton, 
987. 27 p. + 
Cover title: Wage surve Clinton 
labor area, Clinton County, 1987. 


Wages--Iowa--Clinton County 


71829 
IOWA. DIVISION OF JOB SERVICE. Handbook 
for private employers, 1988, the Iowa 
mine’ law. [Des Moines, 


Insurance, Unemployment--handbooks, 
manuals, etc.--Iowa 


IOWA. DIVISION (orl VETERANS AFFAIRS. 
County commissioners and directors of 
veteran affairs (Chapter 250, Code of 
Iowa), compiled by Iowa Association of 
Count Counionionen® of Veteran Affairs 
(Des Moines] 1987. 24 p. 


Veterans--Iowa 
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183 
IOWA. eae! DIVISION. Early strengths of 
= F, C, and B portland cement concrete 
(fi nal report for] project 
number MLR-87-7, by Jim. Grove. [Ames] 
1987. 14 p. ill. 


Portland cement 


7832 

IOWA. HIGHWAY DIVISION. Method for 
estimating the magnitude and frequency of 
floods at ungaged sites on unregulated 
rural streams in Iowa, by Oscar G. Lara. 
Prepared in cooperation with the U. S. 
Boar [Ames] 1987. 34 p. (G.: 
investigation report 87-4132). 

On cover: Project HR-268. 

Available by purchase from: U. S. 
Geological Survey, Books and 0 maid 
Reports, Federal Center, Bldg. 810, 
Box 25425, Denver, Colorado 80225. 


Flood forecasting--Iowa 


IOWA. INDUSTRIAL. COMMISSIONER. iennial 
report. 37th; 1984/86. [Des Moines)” 22 p. 
Report period ends June 30. 
83-646498 
Industrial relations--Iowa 
Workers' compensation--Iowa 


1834 

IOWA. [IOWA = UNIVERSITY OF SCIENCE 
AND OLOGY] Ames. The biotechnolo: 
faculty directory, prepared y 
PREPS - Fundin Information and 
Consultation [in the Office of the] Vice 
President for Research an the 
Biotechnology Council, Iowa State 
University. en 1987. 57 

Cover title: 1987 faculty directory, 
Iowa State University, Ames, Iowa. 


Biotechnology 


ate ur iveraitic ties colleges—-faculty-- 


7835 
IOWA. IOWA STATE bagged (OF SCIENCE 


AND TECHNOLOGY] Ames. The Brunnier Gallery 
and Museum. Ames [n.d.] folder. ill. 


Art museums--Iowa--Ames 


7836 
IOWA. IOWA STATE UNIVERSITY [OF SCIENCE 
AND TECHNOLOGY] Ames. Graduate study in 
7s development. Ames [n.d.] folder. 


State universities and colleges--graduate 
work--Iowa--Ames 


IOWA. IOWA STATE ORVERSITY (OF SCIENCE 
AND TECHNOLOGY] Ames. Southeastern Iowa 
conservation tillage research and 
demonstration he summary 
(1980-1986). [Ames, n.d. 3 

Issued in cooperation with USDA-ARS 
and others. 


Conservation tillage--Iowa 


IOWA. IOWA STATE UNIVERSITY (OF SCIENCE 
AND TECHNOLOGY] Aues. Brunnier Galle and 
Museum. Contem 
on held] A April 25 AU PAugust 9, F087. 
hase [c1987] unpaged 
87-70946 


Art, Japanese--exhibitions 


Museum. The jewe ec 

enamels of “held] 
ge 25-November 29, 1987. Sarah Pearre 
guest curator. Ames (c1987] unpaged. 


87-72004 
Enamel and enameling--exhibitions 
Art, Russian--exhibitions 


IOWA. IOWA STATE 


AND TECHNOLOGY] Amos. Ames. for 
Industrial Resea 


stems for ed ‘firn, by Chris Bruch. 
s] 1987. (CIRAS-6 1) 
gement gui 


Data processing service centers 


7841 
IOWA. IOWA STATE UNIVERSITY OF SCIENCE AND 
TECHNOLOGY, Cooy rative Extension 
Service. An a ca ndex 
Tandscape plants” for Iowa [by Jean 
Olson] Ames, 1987. 35 p. (Pm-212a) 


Landscape gardening--Iowa 


7842 
IOWA. IOWA STATE UNIVERSITY OF SCIENCE AND 
TECHNOLOGY, Ames. Cooperative Extension 
Service. Mouse damage eS tree plantings, 
by Robert B. Moorman and 
inee R Rey ** elman. Ames, 1987. [2] p. 


Trees-—-seedlings--diseases and pests 


7843 
IOWA. IOWA STATE UNIVERSITY [OF SCIENCE 
AND TECHNOLOGY] Ames. wee! of Chemical 


Engineering. Iowa e studies 
n chemical engineering. 19867] 
36 p. ill. 


State universities and colleges--graduate 
work--Iowa——Ames 
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7844 

IOWA. IOWA STATE UNIVERSITY [OF SCIENCE 
AND TECHNOLOGY] Ames. Engineerin 
Extension Service. Local Tea rtation 
Information Center. Tips from the 
e : innovative tools and equipment. 
paneres in cooperation with the American 
ub 
Ames, 


c Works sociation, Iowa Chapter. 
n.d.] unpaged. ill. 


Highway research 


7845 
IOWA. IOWA STATE UNIVERSITY [OF SCIENCE 
AND TECHNOLOGY mes. Office fo 
dmissions. Iowa ers 
nformation and application for 
rospective students. 1988/89. 
ree 32 p. ill. 


Graduate students--Iowa 


7846 
IOWA. IOWA STATE UNIVERSITY OF SCIENCE AND 
TECHNOLOGY, Ames. Personnel Office. Staff 
handbook, merit system employees at Iowa 
State University. [Ames, 1987] 22 p. ill. 


State universities and colleges-- 
manuals, etc.--Iowa- 
-Ames 


7847 
IOWA. OFFICE OF THE GOVERNOR. 1987 
Governor's Youth Conference, "Youth 2000: 
catch the spirit"; a collection of 
thoughts from State, national and world 
leaders for today's youth - leaders of the 
year 2000. [Des Moines, 1987] unpaged. 


Youth--Iowa 


7848 
IOWA. TREASURER (oF) STATE. It's your 
money, claim it! [Des Moines, n.d.] 
folder. ill. 
Issued in cooperation with Dept. of 
Public Instruction. 


Abandonment of property--Iowa 


7849 
vision. Iowa's leposit program 
for horticulture and alternative reps. 
(Des Moines, n.d.) folder. ill. 


Agricultural credit--Iowa 


7850 
IOWA. OF IOWA, Iowa City. 
excitement of Iowa, the vers of 
Iowa. [Iowa City, 1985] 20 p. ill. 

A reprint. 


State universities and colleges--Iowa-- 
Iowa City 


7851 
IOWA. UNIVERSITY OF IOWA, 4 
Family housing, Parklawn. owa y, 
n.d.}] 15 p. ill. 


Student housing--Iowa--Iowa City 


7852 
IOWA. UNIVERSITY OF IOWA, City. Golf. 
the University of Iowa. oe ae 1987] 
unpaged. ill. 


College sports--Iowa--Iowa City 


7853 
IOWA. UNIVERSITY OF IOWA, City. 
of Microbiolo The Univers ny of Towa, 
ep crobiology, IBTP, Iowa 
Bio Training Program. [Iowa 
City, 1985] p. 


Biotechnology 


7854 
IOWA. UNIVERSITY OF IOWA, Towa City. 
itals_and Clinics. Project Spr ng 
ex endar. [Iowa City, 
1987] folder. 


Promotion of special events--Iowa 


7855 


IOWA. UNIVERSITY OF IOWA, Iowa City. 

itals_and Clinics. The University 
owa, ospitaIs and Clinics service 
record, July 1, 1986 to June 30, 1987. 
{Iowa City, 1987. 1] 1. ill. 


Hospitals, University--Iowa--Iowa City 


7856 
KANSAS. ARTS COMMISSION. Kansas 
visual & performing arts events, 1987- 
1988. [Topeka, n.d.] 28 p. 


Performing arts--Kansas 


7857 
KANSAS. BUREAU OF INVESTIGATION. 
Statistical Analysis Center. Crime in 
Kansas. a. XxX, 211 p. ill. 
annual. 
84-641010 
Criminal statistics—-Kansas 


7858 
KANSAS. BUREAU OF VITAL STATISTICS. Annual 
summary of vital statistics, Kansas. 1986. 
By Karen Sommer and Mitchell Ummel. 
‘opeka} vii, 124 p. ill 
76-647679 


Vital statistics--Kansas 
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7859 
KANSAS. DEPT. OF ADMINISTRATION. 
of Accounts and Reports. Financial re 
Vol. 2. 1986787. 132-269 p. 
annual. 
78-642377 
Finance, Public--Kansas 


KANSAS. DEPT. 


usiness 


One esto Publishing, Dept. of 


1987. v, 55 p 
88-620757 
Business enterprises--Kansas 


7861 

KANSAS. OF HEALTH AND ENVIRONMENT. 
Directory of adult care homes, 1988. 
Topeka 62 

Available at " nominal charge from: 
7 t. of Health & Environment, Bureau of 

ult & Child Care Facilities, Field 
fat lly 900 SW Jackson St., Topeka, 
Kansas 66620-0001. 


Old age homes--directories--Kansas 


KANSAS. DEPT. OF REVENUE. Kansas license 
plates. 1988. Topeka. [4] p. ill. 


Automobile license plates--Kansas 


7863 
KANSAS. DIVISION OF EMPLOYMENT AND 


TRAINING. Research and Analysis Section. 
Management _and Frogres Inforsation Un Vale. 
ansas occupational staffing pa 
balance of nonmanufacturing 
April, May, June 1985. Topeka, 1987. 
ix, 275 p. ill. 

On cover: State & local government, 


education, communications, transportation, 
utilities, trade. 
88-620758 


7864 
INDUSTRIAL DEVELOPMENT DIVISION. 
nsas directory, 1987. 
Tooke. 1987] 3 
88-620759 


ctories--Kansas 


7865 
KANSAS. LAWS, STATUTES, ETC. Vehicle law 
book. 1987 ed. [Topeka] Division of 
Vehicles. 359 p. 


Motor vehicles--law and legislation-- 
Kansas 


7866 
KANSAS. LEGISLATIVE RESEARCH DEPT. 
report. 1987/88. [Topeka] 


81-640790 
Budget--Kansas 
Expenditures, Public--Kansas 


7867 
KANSAS. PLANT HEALTH DIVISION. Pl 


otection and Need Control Section. 


expires Septeuber 1, 1988. Topeka 


--Kansas 


7868 
KANSAS. PUBLIC EMPLOYEES 


SYSTEM. Com rehensive annual financial 
report. 26t 1986/87. Prepared by 
Accounti Section. viii, 100 - 
Report year ends June 
$5-62781 
pn officials and employees--salaries, 
-Kansas 


State officials and employees--salaries, 
etc.—-Kansas 
Pension trusts—-Kansas 


7869 
KANSAS. SECRETARY OF STATE. State of 
Kansas directory. 1988. 
[Topeka] 56 p. 
21-13557 


State officials and employees-- 
directories—-Kansas 


7870 
. SECRETARY OF STATE. Division of 


Census. Kansas census 
manual. [Topeka, 19877] iv, 23 
On cover: "Counting on ye 


Census--handbooks, manuals, etc.--Kansas 
Demographic surveys--handbook Ks, manuals, 


1988; canvasser 
1. ill. 


7871 
KANSAS. TE DEPT. OF EDUCATION. Do you 
know of = children or youth who have 
both hear vision problems? D-B 
ansas. [Rev. Topeka, 1987. 
p. 


Blind-deaf--services for--Kansas 


71872 
KANSAS. STATE DEPT. OF EDUCATION. 
Headcount enrollment, Kansas public 
schools. 1987/88. Topeka. 13 B. 
85-653862 
School attendance--statistics—-Kansas 
Public schools--statistics—-Kansas 
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7873 
KANSAS. STATE DEPT. OF EDUCATION. Kansas 
community colleges, State plan for fiscal 
years or- -89. [Topeka, 1987] various 


il 
88-620760 
Community colleges--planning--Kansas 


KANSAS. ST. DEPT. OF EDUCATION. Kansas 
vocational education performance report 
for fiscal year 1987; Carl Perkins 
vocational education act, P.L. 98-524. 
[Topeka] 1987. iv, 72 p. ill. 

88-620761 
Vocational education--Kansas 


7875 
KANSAS. SUPREME COURT. Rules of the 
Supreme Court of Kansas_ relatin od? 
of attorneys. [Topeka] 


88-620762 
Practice of law--Kansas 
Court rules--Kansas 
Annual financial report. 
Lawrence. 140 p. ill. 
Report year ends June 30. 


State and colleges--finance-- 
Kansas-—-Lawrence 


KANSAS. WHEAT COMMISSION. Annual report. 
1986/87. [Manhattan] 8 


Wheat--Kansas 


KANSAS. WICHITA STATE UNIVERSITY. Office 
of University Communications. Graduate 
studies y, the Wichita 
University. [Wichita, 19877] unpaged. 


State universities and colleges--graduate 
work--Kansas--Wichita 


7879 
KENTUCKY. AUDITOR OF PUBLIC ACCOUNTS. 
Report of the ... audit examination of the 
Martin County fee officials: commey clerk, 
sper itt. year 1986. (Frankfort, 


Auditing--Kentucky 


7880 
KENTUCKY. AUDITOR OF PUBLIC ACCOUNTS. 
Report of the ... audit examination of the 
McCreary County Ye & calendar year 1986. 
(Frankfort, 1987] 4 


Auditing--Kentucky 


7881 
KENTUCKY. AUDITOR OF PUBLIC ACCOUNTS. 
Report of the ... audit examination of the 
Monroe Count: calendar year 1986. 
{Frankfort, 1987] 5 


Auditing--Kentucky 


AUDITOR OF PUBLIC ACCOUNTS. 
Report of .. audit examination of the 
Pendleton County fee officials: bet 
clerk, sheriff, calendar year 198 
[Frankfort, 1987] 8 1. 


Auditing--Kentucky 


7883 
KENTUCKY. we A FOR LIBRARIES AND 
ARCHIVES. b Records vision. 
guide to Kentuc $ archiva cript 


be 88-620748 
Archival resources--Kentucky 


71884 
KENTUCKY. DEPT. OF HIGHWAYS. 
Plannin General 
Kentucky. Prepared in cooperation with 


Highway en. 1988 ed. 
Frankfort, .d. 120 maps on 


sheets 71 x 45 cm. 3 smaller. 
Each map covers a different county. 
Available at a nominal cost from: 
Dept. of —. Map Sales, Frankfort, 
Kentucky 4 


Road maps--Kentucky 


7885 

KENTUCKY. DEPT. OF LOCAL GOVERNMENT. 
Kentucky local debt report; a detailed 
statement of the bonded indebtedness of 
all Kentucky units of local government. 
1987. [Frankfort] iii, 395 

Cover title: Kentuc y local debt 
report; a report of the bonded debt of 
cities, schools, and special 


distr 

74-648152 
Debts, Public--Kentucky 
Local finance--Kentucky 


7886 
LOUISIANA. AGRICULTURAL EXPERIMENT 
STATION, Baton Rouge. Red rice - its 
impact on grain qonlity and its cultural 
control: a review of research in 
Louisiana, 1960-1982 


Dunand. [Baton Rouge] 
(Bulletin no. 792) 


Red rice--research--Louisiana 
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7887 
LOUISIANA. AGRICULTURAL EXPERIMENT 
STATION, Baton Rouge. Soil survey of East 
Carroll Paris siana [by E. Thurman 
Allen and others. Baton Rouge, 1988] 
vii, 135, 39 p. ill. 

Issued in cooperation with U.S. Soil 
Conservation Service and Louisiana Soil 
and Water Conservation Committee. 

-601373 
Soil-surveys--Louisiana--East Carroll 
Parish 


7888 
LOUISIANA. DEPT. OF REVENUE AND TAXATION. 
Sales tax: farm implement and heav 
dealers. [Baton Rvuge, n.d. 
p. 


machinery--taxation-- 
Sales tax--Louisiana 


an 
LOUISIANA. DEPT. TRANSPORTATION AND 
Office of Public Works. 
Louisiana ground-water map no. 
tentiometric surface, 1985, and anie- 
evel changes, 1983-85, of the Chicot 
aquifer in southwestern Louisiana {b 
Robert B. Fendick, Jr. and Dale J. Nyman] 
Prepared in cooperation with the 
Geological Survey. [Baton Rouge, 1987} 
col. maps _on_ sheets 63 x 68 cm. (U. S. 
cal Water-resources 
investigations report 86-4348) 
Issued in envelope. 
Title from 
Available from: S. Geological 
Map Distribution, Federal Center, 
g. 810, Box 25286, Denver, 
Colorado 80225. 


Water, Underground--maps--Louisiana 
Aquifers—-maps--Louisiana 


7890 
DEPT. OF TRANSPORTATION AND 
DEVELOPMENT. e of Public Works. 


[Prepared in] cooperation 
with the U.S. Geological Fi Baton 
Rouge, 1987. iv, 14 p. (Water 
resources special report no. ie 

88-620749 
Water consumption--Louisiana 


7891 
LOUISIANA. DEPT. OF WILDLIFE AND 
FISHERIES. The natural communities of 
coastal Louisiana: classification and 
description, prepared by Nancy Jo Crai 
and others] for Dept. of Natura 
esources, Coastal Division. 
Baton Rouge, 1987. 149 p 


Coastal 
Shore protection--Louisiana 


Nhonagricultural wag 


LOUISIANA. GOVERNOR'S SPECIAL COMMISSION 
ans, 


Rev. Baton Rouge {1987] 


Student aid--Louisiana 


LOUISIANA. GOVERNOR'S SPECIAL COMMISSION 
ON EDUCATION SERVICES. Loan Division. 
uden Bato 


Student aid--Louisiana 


LOUISIANA. GOVERNOR'S SPECIAL COMMISSION 
ON EDUCATION SERVICES. Scholarshij Grant 
Division. Louisiana scholarship/gran 
programs. Baton Rouge [1987] 6 p. 

Student aid--Louisiana 


7895 
LOUISIANA STATE UNIVERSITY IN 
SHREVEPORT. Student handbook. 1986/87. 
hreveport}] unpaged. ill. 


College students--handbooks, manuals, 
etc.—-Louisiana—-Shreveport 


LOUISIANA. OFFICE OF EMPLOYMENT SECURITY. 
tesearch and Statistics Unit. Louisiana 
ary employment 
(in thousands by “Sndustry). [Baton Rouge, 
1987?] unpaged. 


Wages--statistics—-Louisiana 


LOUISIANA. OFFICE OOF FORESTRY. Timber 
stumpage values, calendar year 1988. 
[Baton Rouge] 1988. [1] 1. 


Timber--Louisiana 


7898 
LOUISIANA. OFFICE OF WATER RESOURCES. 
Louisiana water ollution control 
regulations; final. [Baton Rouge] 1985. 
various pagings. 
On cover: La. W.Q.M. fe volume 2. 


21518 
Administrative agencies--rules and 
practice--Louisiana 
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7892 

7893 
7896 


Monthly Checklist of State Publications Vol. 79, no. 5 


7899 
LOUISIANA. STATE BOARD OF CERTIFIED PUBLIC 
ACCOUNTANTS. Rules of the State Board of 
Certified Public Accountants of Louisiana; 
Louisiana administrative code, volume 3 
Title 46, professional and occupational 
standards, part XIX, certified public 
accountants [as amended through 
January 20, 1987. Baton Rouge, 1987] 67 p. 


Accountants--Louisiana 
Administrative agencies--rules and 
practice--Louisiana 


7900 
LOUISIANA. STATE BOARD OF PRIVATE SECURITY 
EXAMINERS. Title 46, professional and 
occupational standards. [Baton Rouge, 
n.d.] 22 p. 


Police, Private--Louisiana 


7901 
LOUISIANA. STATE LIBRARY, 
Films and recordings ca 
supplement. Baton Rouge [1986?] 20 p. 


Motion pictures--catalogs 


7902 
MAINE. ARTS COMMISSION. Report of the 
Maine Museums and Historical Societies 


ring Committee, 1986-1987, prepared 
Edwin A. Churchill, Kathy Ann Jones (andy 


Stephen Podgany. Augusta, 1987. 24, 2 p. 


Historical museums—-Maine 
History--societies, etc.--Maine 


7 
MAINE. BUREAU OF ACCOUNTS AND CONTROL. 
Financial report. 1986/87. [Augusta] 
138 p. annual. 
Report year ends June 30. 
45-27740 
Finance, Public--Maine 
Expenditures, Public--Maine 


7904 
MAINE. BUREAU OF EMPLOYMENT SECURITY. How 
employment in seasonal industries affects 
unemployment insurance benefits. [Rev. 
Augusta, n.d.] folder. 


Seasonal labor 
Insurance, Unemployment 


AU OF EMPLOYMENT SECURITY. 
f Economic Analysis and 
ata stems rations 
on. ust fund projections, 
588-1990. Augusta [1987] 19 p. ill. 
(Technical services ea DORS-34) 

88-620807 


Insurance, Unemployment--Maine 


7906 
MAINE. BUREAU OF LABOR STANDARDS. 
and Statistics Division. a 
‘Construction wage rates. 1987. (Augusta. 
4] annual. (bureau of Labor 
B {bulletin} 609) 


Wages--construction workers--Maine 


7907 
MAINE. BUREAU OF MENTAL RETARDATION. 
Programs serving the mentally retarded; 
—— 9th; 1986/87. [Augusta] 161 p. 
annual. 


Mental retardation services—-directories-—- 
Maine 


7908 
MAINE. COMMISSION ON RADON. Report on 
resolve, to direct a comprehensive 
examination of the health threat of radon 
and its derivatives upon Maine citizens. 
[Augusta] 1988. unpaged. ill. 


Radon--Maine 
Air--pollution, indoor--Maine 


7909 
MAINE. DEPT. OF CORRECTIONS. Department of 
orrections affirmative action plan. 
Augusta] 1987. iii, 139 1. 


Correctional personnel--Maine 
Affirmative action programs--Maine 


7910 

. DEPT. OF EDUCATIONAL AND CULTURAL 
SERVICES. Division of Curriculum. Offi 
f Federa rojects for Minority 

A a collection repor 

anguage minority children, prepared by 
Barney Berube for U.S. Office o 
Bilingual Education and Minority Languages 
Affairs and Concerned Citizens About 


Minority Education in Maine. Augusta, 
1987. 38 p. ill. 


Education, Bilingual--Maine 
Minorities--education--Maine 


7911 
MAINE. DEPT. OF HUMAN SERVICES. The public 
nurse and a visit to you and your baby. 
{Augusta, 1987. 1] 1. 


Public health nurses--Maine 


7912 
MAINE. [DEPT. OF INLAND FISHERIES AND 
WILDLIFE] The burbot (Lota lota) fisheries 
of three northern Maine es; jobs F-103 
and F-104 (by Timothy C. Obrey. Augusta, 
1987] 241. ill. 


Burbot--Maine 
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MAINE. AND 

trout —s progress port 
(1986), job no. [by Ronald 
Brokaw. Augusta, 1988] 9 


Trout fishing--Maine--Hopkins Pond 


7914 
MAINE. [DEPT. OF INLAND FISHERIES AND 
WILDLIFE] Webb Lake brown trout 
management, renee report no. 1 (1982; 
1984-87); jo F-104 Aid Forrest R. 
Bonney. Augusta, "1987 } 13 1 


Brown trout--Maine--Webb Lake 


MAIN [yer OF INLAND FISHERIES AND 
WILDLIF ] West and Bachelor Brooks, 
no. F- orres Augusta, 
1988] 12 1. ill. — 


Trout fisheries—-Maine 


7916 

. OF MARINE RESOURCES) Outline 

for “marine resources regulations. 
Augusta, n.d.] unpaged. 


Marine resources--Maine 
Administrative agencies--rules and 
practice--Maine 


7917 
MAINE. DEPT. OF MARINE RESOURCES. 
Marketing Division. Directory of Maine 
wholesale seafood dealers and/or 
[Augusta, 1988] vi, 84 p. 
of title: Maine, the way life 


Fisher processing industries-- 
directories-—-Maine 


7918 
MAINE. DEPT. OF TRANSPORTATION. 
Services Division. Researc an 


elopmen & other selected 


designed & other selecte 


old projects; final re 
David W. Rand. [Au sta} 1987" "00 1 


(Technical paper 87-1) 

Issued in cooperation with Federal 
Highway Administration. 

Available from: National Technical 
Information Service, Springfield, 
Virginia 22161. 

HWA-ME-87-1. 


Pavements--subgrades-—Maine 


7919 


MAINE. DEPT. OF TRANSPORTATION. Techni 
Services Division. Researc an 
Development Section. microcomputer 


near programming model for optimizing 
State and Federal funds directed to 
highwa m Paul E. Theberge. 
([Augus 1. 4 


Roads--finance 
Electronic data processing 


7920 

MAINE. DEPT. OF TRANSPORTATION. Technica) 
Division. Resea 
evelopmen ection. asonal variation 
or structural s final 
report, prepares b Madden. 
[Auguste 987. 69 1. (technical 
paper 8 

Coved in cooperation with Federal 
Highway Administration. 

Avatlable from: National Technical 
Information Service, Springfield, 


7921 
MAINE. DIVISI OF COMMUNITY SERVES. 
Maine he services report. 1987. 
[Augusta] 72 p. annual. 
Issued “- cooperation with Dept. of 
Mental Health and Mental Retardation and 
Dept. of Human Services. 


85-646041 
Public welfare--Maine 


71922 
MAINE. DIVISION OF MATERNAL AND CHILD 
HEALTH. Spinal a for Maine's 
schools. ([Rev.] Spinal Scree 
Program [n.d.] 18 p. ill. 


MAINE. FOREST SERVICE. Utilization and 
Marketing Division. The primar 
mill Ti 


st. Augusta [n.d. 
59 p. ill. 


Sawmills--Maine 


7924 
MAINE. INCOME TAX SECTION. Maine 
individual income tax withholding tables. 
Rev. Augusta, 1987. 28 p. 


Withholding tax--Maine 
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7925 

MAINE. LAND AND WATER RESOURCES COUNCIL. 
Data Management Committee. Maine 
groundwater data Management study, 
phase II: evaluation of groundwater da 
management systems; final report, prepared 
by Mark A. Jadkowski and Donald D. Tarbet. 
Submitted to State of Maine Land and Water 
Resources Council, Data Management 
Committee. Old Town, James W. Sewall Co., 
1988. various pagings. ill. 


Water, Underground--Maine 
Data base management--Maine 


MAINE. LAND AND WATER naporeces COUNCIL. 
t anagement State 
groundwater data ayeten, 


Mark A. Jadkowskie Submitted fo State oF 


Maine Land and Water Resources Council, 
Data Committee. Old Town, 


James W. Sewall Co., 1987. 
iii, 25, B 47 1. 


Water, Underground--Maine 
Data base management--Maine 


7927 
MAINE. LEGISLATURE. Joint Select asia 
on Marine on e s 
onitorin e...Committee... 


ent titie: State of Maine 
113th Legislature, second regular session. 


Shellfish fisheries—-Maine 


928 
MAINE. LEGISLATURE. point Standing 
Committee on ture. e nee or 
uniform 


y in sticide regulation; report 


of a _ study. Augusta, Office of Policy and 
Legal Analysis, 1987. 77, 3, 2, 2, 3 p. 


At head of title: State of Maine 
113th Legislature, first a. session. 
Pesticides industry--Maine 


7929 
MAINE. LEGISLATURE. Joint Standin 
Committee on Business Legislation. Uniform 
unclaime Y rty act; a report. Augusta, 
|! of cy and Legal Analysis, 1987. 


3 p. 
At head of title: State of Maine 
113th Legislature, second reasier session. 
-620809 


Abandonment of property--Maine 


7930 
MAINE. LEGISLATURE. Joint standin 
Committee on Le Aff. repor 
on law enforcemen ra ning. Augusta, 
Office of Policy and Legal Analysis, 1988. 
various pagings. 
At head of title: State of Maine 
113th Legislature, second regular session. 
88-620810 
Police training--Maine 


7931 
MAINE. LEGISLATURE. Office of Policy and 
Legal Analysis. _An evaluation of Maine's 
nterest laws. Augusta, Office 
of ia and Legal Analysis, 1988. 30 1. 
ea 


of title: State of Maine 
113th second session. 
8-620811 


Conflict of interests--Maine 


7932 
MAINE. OFFICE OF ALCOHOLISM AND DRUG ABUSE 
PREVENTION. Alcohol and drug abuse 
services in the State of Maine. 1988. 
Augusta. viii, 27 p. ill. 
82-644084 

Drug abuse--treatment--directories--Maine 


7933 
MAINE. STATE COMPENSATION COMMISSION. 
Interim report. Augusta, 1988. 11 1. 
88-620812 
State officials and employees--salaries, 
etc.—-Maine 


1934 
MAINE. WHITEWATER ADVISORY COMMITTEE. 
Annual report. 1988. Augusta. 7 1. 


Wild and scenic rivers--Maine 


MARYLAND. AGRICULTURAL LAND PRESERVATION 
FOUNDATION. Agnuel report. 1986/87. 


Land use, Rural--Maryland 


7936 
MARYLAND. ATTORNEY GENERAL['S =, 
Annual index foundation repo 
Baltimore. 166 p. aes 


918 
Charitable uses, trusts, and , 
indexes-—Maryland 


7937 
MARYLAND. ATTORNEY GENERAL['S] OFFICE. 
Annual report and official opinions of the 
1984. ore] 1 8 p. 
50-23612 


Attorneys general's opinions--Maryland 
7 
BOARD OF REVENUE ESTIMATES. 
eport on estimated Maryland revenues. 
1988/89. 22 p. 
Combined repo 
83-644932 
Revenue--Maryland 
Tax revenue estimating--Maryland 
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7939 
MARYLAND. COMMISSION ON ARTHRITIS AND 
RELATED DISEASES. Annual report. 
[Baltimore] 1987. 
Commission created by Senate bill 877, 
effective July 1, 1985. 


Arthritis—-Maryland 
Chronic diseases—-Maryland 


7940 
MARYLAND. COURT OF SPECIAL APPEALS. 
Maryland appellate reports; cases adjudged 
in the Court of pecial Appeals of 
Maryland, in cases and 
opinions } cod curiam cases. Vol. 72; 
Sept. ept. 1987 terms. [By] 
Alexander L. Cummings, state reporter. 
St. Paul, West Pub. Co. xxv, 787 p. 
68-66628 
Law reports, digests, etc.--Maryland 


7941 

MARYLAND. DEPT. OF AGRICULTURE. Telephone 
assistance directory, 1988. [Annapolis, 
n.d. p. 

MDA 131-88. 
Telephone--directories--Maryland 
State officials and employees-- 
directories--Maryland 


7942 
MARYLAND. DEPT. OF AGRICULTURE. Marketing 
Services [Section] Maryland hay and straw 

Winter 1987-88. [Annapolis, 


105-87. 
Hay trade--directories--Maryland 


7943 
MARYLAND. DEPT. OF BUDGET AND FISCAL 
PLANNING. Division of ment Anal 
and Audits. Management review 
Office of the Public Defender. (Annapolis | 
1988. 10, xviii, 161 p. ill. 
88-620765 


aid--Maryland 
Pa lic Maryland 
Administrative agencies--management-- 
Maryland 


MARYLAND. DEPT. OF ECONOMIC AND EMPLOYMENT 
DEVELOPMENT. Office of Research. The 
economic impact of eee in Hasso a 
multiregional anes si 

Ahmadi. 


Tourist 620766 


7945 
MARYLAND. DEPT. OF FISCAL SERVICES. 
— of tax effort and capacity of 
local governments in Maryland. Annapolis, 
1987. vii, 133 p. ill. 
88-620767 


Taxation--Maryland 
Local finance--Maryland 


MARYLAND. DEPT. OF FISCAL SERVICES. Effect 
of long-term debt on the financial 
condition ut’ the State. Annapolis, 1987. 


ii, 33 p. 

88-620768 
Debts, Public--Maryland 
Finance, Public--Maryland 


7947 
MARYLAND. DEPT. OF FISCAL SERVICES. Port 
of Baltimore evaluation of subsidy 
programs. [Annapolis] 1987. 14 p. ill. 


Marine terminals--Maryland--Baltimore 


7948 
MARYLAND. DEPT. OF FISCAL SERVI Report 
on county-municipal tax 1s 
parsnent to JR 31 of 1978. 1986/87. [By 
<a S. Solan] Annapolis. 11 p. 


Property tax--Maryland 


7949 
MARYLAND. DEPT. OF FISCAL SERVICES. State 
Revolving Fund, changes to the Federal 
Clean water act - construction grants 
rogram for wastewater treatment plants 
y Ann Marie Zalewski] Rev. [Annapolis] 
1987. ii, 223 p. ill. 
88-620769 


Sewage disposal plants--finance--Maryland 


7950 
MARYLAND. DEPT. OF FISCAL SERVICES. wr | 
{by Robert Frantz] 198' 
Vv, 


88-620770 
Horse-racing--Maryland 


7951 
MARYLAND. DEPT. OF HEALTH AND MENTAL 
Minority business enter 
aren annual report. 198 


more] iii, 31 1. 87-64 


Minority business enterprises--Maryland 
Medical care--Maryland 


7952 
. DEPT. OF LEGISLATIVE 


MARYLAND REFERENCE. 
ibrar and Information Services 
ivision] General or Maryland. 
innapolis, aa 1j 1. 

Legislative bodies--Maryland 


7953 
MARYLAND. DEPT. OF LEGISLATIVE REFERENCE. 
Lib and Information Services Division. 
Tingo. [Anmnapolis, n.d.] 
ii, 5 p. 
Parliamentary practice--Maryland 


Wir 

719 

ig 

fic: 

laar 

: 
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-Maryland 
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7954 
MARYLAND. DEPT. OF NATURAL RESOURCES. 1987 
boards, commissions, committees, and 
citizen groups of DNR. 
[Annapolis, 
Cover title: commissions... 


Conservation of natural resources-- 
Maryland 


7955 
MARYLAND. DEPT. OF NATURAL RESOURCES. DNR 
telephone directory, 1987. Annapolis 
{n.d.] xxiii, 58 p. 


Telephone--directories--Maryland 
State officials and 
directories--Maryland 


7956 
MARYLAND. DEPT. OF STATE PLANNING. 
Historical summary of capital improvements 
authorized by General Assembly. 1973-1987. 
Baltimore. vi, 254 p. 7—. 


0-648612 
Finance, Public--Maryland 


7957 
MARYLAND. DEPT. OF STATE PLANNING. 

of Planning Data. De ent of 
Planning population projections: age, ax, 
and race, 1980-2010; report 1A-total. Rev. 
7 1987. 50 p. 


88-620771 
Population forecasting--statistics-- 
Maryland 


MARYLAND. DEPT. oF. ‘STATE PLANNING. 

of Planning Data. Department of 
Planning population projections: y sex, 
and race, 1980-2010; report 1B-whi Rev. 
1987. 50 p. 


-620772 
Population forecasting--statistics-- 
Maryland 


7959 
MARYLAND. DEPT. OF STATE PLANNING. Office 
of Planning Data. Department of State 
Planning population projections: age, Ay 
and rac @, 980 - 
re gt 1C - non-white. Rev. [Baltiaore| 
50 p. 


88-620773 
Population forecasting--statistics-- 
Maryland 


7960 
MARYLAND. DEPT. OF STATE PLANNING. 

of Planning Data. Department of ORE 
Planning population projections: births by 
sex and race, 1980-2010; report 3. Rev. 
1987. 25 1. 


88-620774 
Population forecasting--statistics-- 
Maryland 


7961 
MARYLAND. DEPT. OF STATE PLANNING. Office 
of Planning Data. Department of State 
anning population projections: group 
uarters seers’ age, sex, and race, 


980-20 report 7A-total. Rev. 
1987. 50 p. 


88-620775 
Population forecasting--statistics-- 
Maryland 


7962 
MARYLAND. DEPT. OF STATE PLANNING. dee 
of Planning Data. Department of 
Planning population group 
arters’ popillation: age and race, 


980-20 report 7B- “white. Rev. 
ee 1987. 50 p. 


88-620776 
Population forecasting--statistics-- 
Maryland 


7963 

MARYLAND. DEPT. OF STATE PLANNING. ice 

of Planning Data. Department of 
anning population 
arters por pulation; age, sex, and race, 


980-201 re . 7C - non-white. Rev. 
a 1987. 50 p. 
3.00. 


88-620777 
Population forecasting--statistics-- 
Maryland 


7964 

MARYLAND. DEPT. OF STATE PLANNING. 

of Planning Data. Department of State 
anning popula projections: 

population; age, sex, and race, 1980-2 

6B-white. Rev. [Baltimore] 


P$3.00. 
88-620778 
Population forecasting--statistics-- 
Maryland 


7965 
MARYLAND. DEPT. OF STATE PLANNING. Office 
of Planning Data. De ent of State 
Planning population projections: household 
population; age, sex, and race, 1980-2010; 


report 6C - non-white. Rev. [Baltimore] 
1987. 50 p. 


$3.00. 
88-620779 
Population forecasting--statistics-—- 
Maryland 


7966 

MARYLAND. DEPT. OF STATE PLANNING. 
of Planning Data. Department of ore 
Planning population projections: 
individual years, 1980-1995; age, sex, and 
reee. report 5A-total. Rev. [Baltimore] 
1987. 100 p. 

$6.00. 

88-620780 

Population forecasting--statistics--- 
Maryland 
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7967 
MARYLAND. DEPT. OF STATE PLANNING. 

pf Planning Data. Department of 
ann population projections: 


individ years, 1980-1995; 


race, 5B-white. Rev. 
p. 
$6.00 


88-620781 
Population forecasting--statistics-- 
Maryland 


7968 
MARYLAND. DEPT. OF STATE PLANNING. Office 
of Planning Data. Department of 
individual years, 1980-199: i sex, 
race, report 5C - ee ite wee. 
[Baltimore] 1987. 100 p. 

$6.00. 

88-620782 

Population forecasting--statistics-- 
Maryland 


7969 

MARYLAND. OF STATE PLANNING. 

of are Data. Department of 
anning population projections: selected 

age cohorts; 1980, 1-90 single years; 

sere 2.1A-total. Rev. [Baltimore] 1987. 


$2.50. 
-620783 
Population forecasting--statistics-- 
Maryland 


7970 
DEPT. OF STATE PLANNING. Office 


MARYLAND. 
of Flan) Data. Department of "State 
pulation selected 


age co 1980, 81-90 single 
~~ 2.1B-white. Rev. [Baltimore] 1987. 


$2.50. 
88-620784 
Population forecasting--statistics-- 
Maryland 


7971 
YLAND. DEPT. OF STATE PLANNING. 


MAR 
of Planning Data. of 

annin m n ojectio selecte 
ort 2.1C - non-white. Rev. fBait ore} 
1987. 25 1. 

$2.50. 

88-620785 

Population forecasting--statistics-- 
Maryland 


7972 
MARYLAND. DEPT. OF STATE PLANNING. Office 
of Planning Data. Department of State 
anning population projections: selected 


years, 005s, 10; 
avert 2.2A- total. Rev. fBaltinore} 987° 


$2.50. 
88-620786 
Population forecasting--statistics-- 
Maryland 


1973 
DEPT. OF STATE PLANNING. Offi 
ya Plannin Data. Department of State 
Plannin ections: selected 
age cohorts; 
years, 2 rk 0 6, 0; 
2.2B-white. Rev. [Baltimore] 1987. 


$2.50. 
88-620787 
Population forecasting--statistics-- 
Maryland 


71974 
MARYLAND. DEPT. OF STATE PLANNING. i 
of Planning Data. Department of 
Plannin ~ Mo population projections: selected 
age co 1980, 1985, eingle 


years, 2000, : 
r 28 2. ac - non-white. Rev. [Baltimore] 


88-620788 
Population forecasting--statistics-- 
Maryland 


7975 
MARYLAND. DEPT. OF STATE PLANNING. i 
Ph Planning Data. Department of 
anning population projections: summary 
ort, 1980-2010, report 4. Rev. 
{Ba tinore] 1987. 32 1. 


88-620789 
Population forecasting--statistics-—- 
Maryland 


7976 

MARYLAND. DEPT. OF STATE PLANNING. 
of Pl Data. Public school enrollmen 
projections, 1987-1996. [Baltimore] 1987. 
xii, 206 p. ill. (Dept. of State 
anning 


of State Pl 
87-18) 


88-620790 
School 


7977 

MARYLAND. DEPT. OF THE ENVIRONMENT. 
Development of a data base for 
water-quality modeling of the Patuxent 
River basin, Maryland, by Gary T. Fisher 
and Robert M. Summers.: Prepared in 
cooperation with the U.S. Geological 
Survey. Paitinere} 1987. 181. ill. 
urvey. Open-file 
report 87-379) 

Available by purchase from: — — 
Open-File Reports Section, U. 
Geological Survey, Box 25425, bodusal 
Center, Denver, Colorado 80225. 


Water quality mana 
Data base bese management t--Maryland 
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7978 
a. DIVISION OF LABOR MARKET 
IS AND INFORMATION. Enphogenet and 
payrolls covered by the 
urance law of wy annual average. 
1986. Baltimore. iii, 


Insurance, 


7979 
MARYLAND. FAMILY HEALTH ADMINISTRATION. 
Diabetes Control Progran. Directory of 
abetes patient education resources. 
lst ed. Baltimore, Dept. of Health and 


ental Hygiene, Division of Diabetes 
Control, 1988] 115 1. 


Diabetes 
Health education--directories—-Maryland 


MARYLAND. GENERAL ASSEMBLY. Reports of the 
fiscal committees. 1987. 
x, 495 p. ill. annual. 

77-640480 


Finance, Public--Maryland 
Taxation, State--Maryland 


7981 

MARYLAND. GENERAL ASSEMBLY. House fof 

Delegates] Appropriations mm 
ecia vers Comm 
rsonnel epor rim to 

[19879] viii, 

of Fiscal 


06 p. 

from: Dept. 

Services, 90 State Circle, 226 Legislative 
Services Building, Annapolis, 


Maryland 21401. 
88-620813 


Civil service reform--Maryland 
State officials and employees--Maryland 


7982 

MARYLAND. GENERAL ASSEMBLY. Joint Budget 

and Audit Committee. Report 0 

interim to the Maryland General Assembly. 

Annapolis [1987? Vail. 155 p. ill. 
Available from: Dept. of Fiscal 

State Circle, Annapolis, 


Maryland 2 
88-620814 


Finance, Public--Maryland 
Legislative auditing--Maryland 


7983 
MARYLAND. GENERAL ASSEMBLY. Joint 
ttee on. Federal Relations. Report of 
ederal Relations 
y Janice McBride]. Annapolis, 1987. 


(Ps 166 p 

Interstate agreements--Maryland 
Intergovernmental fiscal relations-- 
Maryland 


71984 
MARYLAND. GENERAL ASSEMBLY. 
Committee on Pensions. Report of 
interim to the Mar Assembly. 
oss, [1987] viii, 131 p. ill 

vailable from: Dept. of Fiscal 
Services, 90 State Circle, Annapolis, 
Maryland 21401. 

88-620816 


State officials and employees--salaries, 
etc.—-Maryland 
Civil service pensions--Maryland 


7985 
MARYLAND. GENERAL ASSEMBLY. Senate. 
Executive Nominations umma’ 


report, 1986-87, prepared by Dept. o 
Reference. [Annapolis] 1987. 
Nominations for office--Maryland 


7986 
anitt Dru and_Alcoho use. 
nterim repor 
Committee on Drug and Alcohol 


land 
and 


7987 
MARYLAND. GENERAL ASSEMBLY. Special 


Committee _on Drug and Alcohol 
Interim report [by Le agralacive Division, 
ve Reference. Annapolis] 

Information Services, Dept. of Legislative 
Reference, 90 State Circle, Annapolis, 


Maryland 21401. 
88-620817 


Drug abuse-- land 
Alcoholism--Maryland 


7988 
MARYLAND. GENERAL ASSEMBLY. Spending 
Affordabilit Committee. Spending 
Affordability Committee recommendation to 
the General Assembly. 1988. Annapolis. 
viii, 153 p. ill. annual. 
Available from: Dept. of Fiscal 


Services, 90 State Circle, Annapolis, 
Maryland 21401. bs 


86-6468 
Expenditures, Public--Maryland 
Economic history--Maryland 


7989 

MARYLAND. GENERAL ASSEMBLY. Tort 
Insurance Refora ht 
eport... egislative 
Division, of islative Reference. 
Annapolis 87] vii, . ill. 

Librar and 
Information of Legislative 
Reference, 90 State Circle, Annapolis, 


land 21401. 
88-620818 


Medical rsonnel--malpractice--Maryland 
Liability -Neryland 


7980 
| 
J 
: 
¢ 
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7996 

MARYLAND. GOVERNOR. Budget message to the 

rief. a s 


Budget--Maryland 
State governments--addresses, essays, 
lectures--Maryland 


MARYLAND. GOVERNOR. The Maryland State 
a 1988/89. [Annapolis] 2 v. annual. 
eport year ends June 30. 
23-11163 
Budget--Maryland 


MARYLAND. GOVERNOR'S TASK FORCE TO STUDY 
ALTERNATIVE COLLEGE FINANCING METHODS. 
rt a the Governor. [Annapolis] 1987. 
p. 
Task force established by Governor 
William Donald Schaefer on May 27, 1987. 
88-620819 
College costs--Maryland 


MARYLAND. HEALTH AND HIGHER EDUCATIONAL 
FACILITIES AUTHORITY. Annual report. 
1986/87. [Baltimore] 16 p. ill. 

Report year ends June 30. 


Corporations, Government--Maryland 
Hospitals--Maryland 
Hospitals--finance--Maryland 

Universities and colleges--buildings-—- 


Maryland 
Universities and colleges--finance-- 
Maryland 


7994 
MARYLAND. INCOME TAX DIVISION. land 
tax returns for resident individuals, 
1987. Annapolis [n.d.] 20, 2 p. 


Taxation--forms--Maryland 


7995 
MARYLAND. LAWS, STATUTES, ETC. Pesticide 
applicator's law. Rev. Annapolis, 
Pesticide Section [n.d.] 11 p. 
MDA 208-87. 


Pesticide applicators (Persons)--law and 
legislation--Maryland 


7996 

YYLAND-NATIONAL CAPITAL PARK 
AND PLANNING COMMISSION. yyeliniey draft 
amendment to the sector plan for the 
Bethesda central business district; a 
preliminary draft amendment to the sector 
lan for the Bethesda central business 
strict, 1976 as amended; being also an 
amendment to the master plan for the 
Bethesda-Chevy Chase planning area, 
October, 1970; and an amendment to the 
general plan for the physical development 
of the Maryland-Washington regional 
district within Montgomery County. Revised 
by the county executive. Silver 
Spring, 1987. 4 1. 


Central business districts--Maryland-- 
Bethesda 


7997 
MARYLAND. SEA GRANT COLLEGE. 
Chesapeake Bay environmental data 


directory, compiled by Dan Jacobs land 
others. College Park, 19877] x p.+ (A 
Maryland sea grant publication 

Issued in cooperation wi Virginia 
Sea Grant College and National Oceanic and 
Atmospheric Administration. 

Available from: Maryland Sea Grant 
Program, 1224 H. J. Patterson Hall, 
Lt a of Maryland, College Park, 
Maryland 20742. 


UM-SG-TS-87-05. 

88-620820 

area conservation--Chesapeake 
y 


MARYLAND. MARYLAND SEA GRANT COLLEGE. 
Dissolved oxygen in the Chesapeake Bay: 
processes and effects; proceedings of a 
seminar on ee and related processes 
in Chesapeake Bay [held January 21-22, 
1987] Edited by Gail B. Mackiernan. 
Sponsored [in cooperation with] Virginia 
Sea Grant College. College Park [1987? 
Wi. 177 P. ill. 7 Maryland sea gran 
publication) : 
UM-SG-TS-87-03. 
88-620821 
y 


7999 

MARYLAND. MARYLAND STADIUM AUTHORITY. 
Request of the Maryland Stadium Authority 
to final competitors for the design and 
prauning contract for the State of 
aryland's twin stadium project. 
(Baltimore, 

On t.p.: (This 
program statement 


Stadia--Maryland--Baltimore 


22 p. 
i not an architectural 


8000 


Aeronautics in police work--Maryland 


1 
MARYLAND. MARYLAND STATE POLICE. Aviation 
Division. Pilot recruitment for expanded 
system. [Pikesville] 1988. 


Helicopter ambulances--Maryland 

8002 
MARYLAND. MARYLAND STATE POLICE. Uniform 
Crime Reporting Section. Maryland uniform 
986. Pikesville] vii, 159 p. 


Criminal statistics—-Maryland 


723 

i MARYLAND. MARYLAND STATE POLICE. Aviati 
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8003 
MARYLAND. MOTOR VEHICLE FUEL TAX DIVISION. 
am report. 1986/87. [Annapolis] 12 1. 


Motor fuels--taxation--Maryland 


MARYLAND. OFFICE OF PLANT INDUSTRIES AND 
RESOURCE CONSERVATION. Turf Seed 
Section. Maryland cer see 


director 


spring 1988. 


Soybean--Maryland 


MARYLAND. POWER PLANT RESEARCH PROGRAM. 
Acid de the status of 
knowledge, 2 [Annapolis] various 
pagings. 

On t.p.: 88-1. 


Acid deposition--Maryland 


. POWER PLANT RESEARCH PROGRAM. 
of herbicide-based right-of-wa 
nance for Mayrland 
utilities: echnical report (final), 
a by Gerald DeMuro, Karen A. 
leap) and Peter N. Klose for Thomas E. 
Magette, Power Plant Research Program. 


Herbicides--Maryland 
Public utilities--Maryland 


MARYLAND. POWER PLANT RESEARCH PROGRAM. 
Long-term benthic monitoring studies in 
the freshwater portion of the Potomac 
River; annual report. 3d; May/Dec. 1985. 
Prepared by Robin L. Vannote [and] 
W. Sweeney. iv, 192 p. 


On cover: PPRP-MP59. 
Aquatic invertebrates--Potomac River 


MARYLAND. POWER PLANT RESEARCH PROGRAM. 
Silver-110m, cobalt-58, and zinc-65 
concentrations in the American oyster, 
Crassostrea virginica (Gmelin), near the 
Calvert Cliffs nuclear wer by 
thers} anna 7. 
various pagi 
On t.p.: PP PORT. 


Radioactive in rivers, lakes, 
etc.--Chesapeake Ba 
Oyster Bay 


MARYLAND. POWER PLANT RESEARCH PROGRAM. 
The spatial and temporal 
Mahn. 2. 
On cover: AD-87-10. 


0822 
Acid precipitation 


8010 
MARYLAND. PUBLIC SERVICE COMMISSION. 
Maryland Public Service Commission 
order & report, regulation 4 radio common 
(Baitimore] 1987. 8, 18 1. 
‘over 


Mobile communication systems--Maryland 


8011 
MARYLAND. REGIONAL | co 
Population and hou projections, 
regional altimore 
region, Baltimore [1988. 8] 1. 
fesfarch and Planning Council. [Economi 
esearch ppd Information Systems Division 


Decision points data 
release. 
$5.00 


Population forecasting--statistics-- 
Maryland 


8012 
MARYLAND. SOCIAL CES ADMINISTRATION. 
Social services in social 
services block grant report, 
30, 1988. uly, 


_ Free. 


Social service--Maryland 
Block grants-—-Maryland 


‘8013 

. STATE ARCHIVES. Maryland manual. 
1987-88. Diane P. Frese, editor. 
Douglas P. McElrath, editorial assistant. 
Elizabeth C. Dinger, editorial assistant. 
Beverly Davis Valcovic, word processing 
specialist. Ray F. Lynch, —. processing 
specialist. Edward C. 
ublisher. Annapolis. 

iennial. 

10-6200 


State manuals--Maryland 


8014 
MARYLAND. STATE DEPT. OF EDUCATION. 
Maryland women's history: resource packet 
-- 1988; explorations and discoveries, 
women in mathematics and science. 
(Baltimore, n.d.] 326 p. 
Issued in cooperation with the 
Commission for Women. 


Women--history 


8009 
8004 
ie 
Maryland 
8005 
8006 
oy 
8008 
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8015 
MARYLAND. STATE DEPT. OF EDUCATION. 
Educational Support Services Branch. 
Program Assistance and WonItoring Section. 
aryian nutr On education needs 
assessment; final report, 1986 [by] 


Michael B. Bunch and Donna J. R. Watson. 
(Baltimore, n.d.] vii, 49 1. 


Nutrition--Maryland 


8016 
MARYLAND. STATE DEPT. OF EDUCATION. Offi 
of Management Information Systems. dunber 
arylan pu schools by 
organizations & ao Sept. 30, 
1987. Baltimore. [7] 1. annual. 


Public 
School attendance--statistics-—- land 


8017 
MARYLAND. STATE DEPT. OF EDUCATION. Office 
of Managerent Information Systens. . Summary 
attendance, Maryland public schools. 
Sept. 1986/June 1987. Baltimore. unpaged. 
School 


8018 
MARYLAND. STATE DEPT. OF EDUCATION. Staff 
Development Branch. Current practices in 
new teacher development in Maryland, 1986- 
87, a study conducted for Maryland State 


Department of Education, Staff Development 
Branch, — Meister. [Baltimore] 1987. 


x, 121 
88-620823 
Teacher orientation--Maryland 


MARYLAND. STATE HIGHWAY ADMINISTRATION. 
Chestertown bypass, Maryland Route 213 
relocated, Maryland Route 213 at Maryland 
Route 544 to Maryland Route 213 at 
Maryland Route 297; administrative action, 
environmental assessment. 
Hap epared in cooperation with the] Federal 
ighway Baltimore] 1987. 
various pagings. ill 

Cover title: Supplemental environmental 
en for ... Maryland 213 relocated 
at Chestertown from MD. Route 297 to 
MD. Route 544, Kent and Queen Anne's 
Counties, Maryland. 

FHWA MD-EA-87-10-DS. 


Road _ construction--environmental aspects-- 
Maryland--Kent County 

Road construction--environmental aspects-- 
Maryland--Queen Anne's County 


8020 
MARYLAND. STATE HIGHWAY ADMINISTRATION. » 
Combined location/design = hearing: 
1-495 Beltway) terchange at 
yh icut Avenue (Maryland 
Route 185).. November 16 
1987...[at] Chevy Chas {n.p. 
Conference Reporting [1987? 
331,.4,; 16, 1..+ 101. 
Cover title: Public. hearing 
transcript, I- 495/Maryland iss 
November 16, 1987, Montgomery County. 


Highway planning--citizen participation-- 
Maryland--Montgomery County 


MARYLAND. STATE ADMINISTRATION. 
Combined public hearing: 
Interstate Route 95, I-695 (Baltimore 
Beltway) to Mar and Route 24...[held] 
November 12, 1 .[at] Perry Hall, 
Maryland. [n-p.] Reporting 
Service [1987] 54 1. + ill. 

Cover title: 
November 12, 
Counties. 


Public hearing 
Interstate Route 95, 
1987, Baltimore & Harford 


planning--citizen participation-- 
and--Baltimore County 


Hi planning--citizen participation-- 
Maryland--Harford 


County 


8022 

MARYLAND. STATE HIGHWAY ADMINISTRATION. 
Finding of no significant impact for 
Maryland Route 194 relocated (Woodsboro 
bypass), Frederick County, Maryland. 
Pre in cooperation with the Federal 
ighway Baltimore] 1987. 
various pagi 11. 

Cover title: Finding of no significant 
impact for...Maryland Route 194 (Woodsboro 
ne from south of Woodsboro to north 
of Woodsboro, Frederick County, Maryland. 


Road_construction--environmental aspects-—- 
Maryland--Frederick County 


MARYLAND. STATE HIGHWAY ADMINISTRATION. 
Finding of no _ significant impact 
for...U.S. Route 301 south of Smallwood 
oute nterc and Route 

from U.S. Route 301 to east of Post Office 
Road, Charles and Prince George's 
Counties, Maryland. Prepared [in 
cooperation with the] Federal sy 
Administration. [Baltimore, 1987 
iii, I 5, II 2, III 20, IV 4, V 54 1. ill. 


Road construction--environmental aspects-- 
Maryland--Charles County 

Road construction--environmental aspects-- 
Maryland--Prince Georges County 
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8024 
MARYLAND. STATE HIGHWAY ADMINISTRATION. 
Finding of no significant impact, 
section 4(f) statement for...U.S. 
Route 50/301 and U.S. Route 50, west of 
Cox Creek to the intersection of Maryland 
Route 404, Queen Anne's County and Talbot 
County, Maryland. Pre {in cooperation 


d [i 
with the) ederal Highway Administration. 
Ba ; 6 
in’ II 7, 42,. IV &, V 202, Vi 39 p. 


Road construction--environmental aspects-- 
Maryland--Queen Anne's County 

Road construction--environmental aspects-- 
Maryland--Talbot County 


8025 
MARYLAND. STATE HIGHWAY ADMINISTRATION. 
Maryland Route 100 extended from U.S. 
Route 29 to Interstate Route 95, Howard 
County, Maryland; draft environmental 
smpec statement, section 4(f) evaluation 
submitted pursuant to 42 U.S.C. 4332(2)(c) 
and 49 U.S.C. 303(c), CEQ regulations 
(40 CER 1500 et. seq.). [Prepared in 
cooperation with the] Feder Highway 
Administration. [Baltimore] 1988. various 
pagings. ill. 

Cover title: Draft environmental impact 
statement, section 4 (f ) 
evaluation...Maryland Route 100, U.S. 
Route 29 to Interstate Route 95, Howard 
Maryland. 

FHWA-MD-EIS-87-04-D. 


Road construction--environmental aspects-- 
Maryland--Howard County 


8026 
MARYLAND. STATE HIGHWAY ADMINISTRATION. 
Proposed extension of Warren Road from 
York Road to I-83; final environmental 
impact statement, Baltimore County job 
order no. 5-392-1. Prepared [in 
cooperation with the] Federal Highway 
Administration and Baltimore County Dept. 
of Public Works. [n.p., EA Engineering, 
Science, and Technology, Inc.] 1987. 
various pagings. ill. 
On t.p.: EA report WRES51A. 
FHWA-MD-EIS-86-04-F. 


Road_ construction--environmental aspects-- 
land--Baltimore County 


8027 
MARYLAND. STATE HIGHWAY ADMINISTRATION. 
evaluation...Interstate Route 97 project 
limits, Millersville Road to Maryland 
Route 178 at Dorr's Corner (BATCS G-6i). 
Prepared [in cooperation with the] Federal 
Administration. [Baltimore, n.d.] 


Road_construction--environmental aspects-- 
Maryland--Anne Arundel County 


8028 
MARYLAND. STATE HIGHWAY ADMINISTRATION. 
U.S. Route 50/301 at Winchester Road, 
Frontage Road, Anne Arundel County, 
Maryland; administrative action, 
supplemental section 4(f) statement. 
— {in cooperation with the] Federal 

FHWA MD-86-02-F(S). 


Road construction--environmental aspects-- 
Maryland--Anne Arundel County 


8029 
MARYLAND. STATE HIGHWAY ADMINISTRATION. 
Froject Development Division. Alternates 
ublic mee ng: aryland Route 43 extended 
(Whitemarsh lvd.) from U.S. Route 40 to 
Maryland Route 150...{[held] February 11, 


Chase, Maryland. [Baltimore, 
n.d.} 16 p. ill. 


Road_construction--environmental aspects-- 
Maryland--Baltimore County 


8030 
MARYLAND. STATE HIGHWAY ADMINISTRATION. 
roject Development Division. Combined 
ocation/deSign public hearing: Maryland 
Route 100 from U.S. Route 29 to Interstate 
Route February 9, 1988...{at 


Ellicott City, Maryland. [Baltimore, n.d. 
unpaged. ill. 


Road _ construction--environmental aspects-- 
Maryland--Howard County 


8031 
MARYLAND. STATE HIGHWAY ADMINISTRATION. 
Project Development Division. Combined 
ocation/design pu c hearing: 
MD. Route 650, Randolph Road to Maryland 
Route 198 (Spencerville Road) ipclating 
relocation study of Briggs Chaney Road an 


Norwood January 6, 1988. 
(Baltimore, n.d.] 14 p. ill. 


Road construction--environmental aspects-- 
Maryland--Montgomery County 


8032 
MARYLAND. TASK FORCE ON DEATHS FROM FIRES 
IN BUILDINGS. Report of the Governor's 
Task Force on Deaths From Fires in 
Buildings. [Baltimore] 1987. various 
pagings. 

Task force established a to 
House Joint Resolution 26 of 1985. 

88-620824 

Fires-—-casualties--Maryland 


8033 
MARYLAND. TASK FORCE ON THE INVESTMENT OF 
PENSION FUNDS. 1987 report of the Task 
Force... Annapolis, 1987. vii, 80 p. 
Available from: Dept. of Fiscal 
Services, 90 State Circle, Annapolis, 
Maryland 21401 
8-620825 


. 8 
Investment of public funds--Maryland 


726 | 

| 

| 
| 

| 
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8034 
MARYLAND. TRUCK SAFETY TASK FORCE. First 
report...of the Task Force. Submitted to 
William Donald Schaefer, Governor, State 
of es [Baltimore] 1988. various 


pagings 
ask force appointed by Governor 
Willian Donald Schaefer on June 24, 1987. 


88-620826 
Trucks--Maryland 
Traffic safety--Maryland 


MARYLAND. UNIVERSITY OF MARYLAND, Co 
Park. The University of Maryland, College 
Park faculty staff 87-88 directory. 
[College Park, n.d.] 157 p. ill. 


College students--directories--Maryland-- 
College Park 

State~ universities and colleges—-faculty-- 
directories--Maryland--College Park 


8036 

MARYLAND. UNIVERSITY OF MARYLAND, Colle 
Park. Center for International Developmen’ 
and Conflict Management. Egypt: old 
rea es and new vision |[presentations 
and questions discussed at the Third 
Phillips Lecture held in December, 1986 in 
Washington, D.C.] Edited by Edward E. Azar 
lena Abdel R. Omran. With the assistance 

rent Haddad and Robert Haddad. 
{College Park, 1987] vii, 121 p. ill. 
87-5078: 


Social history--addresses, essays, 
Economic history--addresses, essays, 
lectures--Egypt 


8037 
MARYLAND. UNIVERSITY OF MARYLAND, 
Park, Institute for Governmental 

aryland po zens V ed 
about prepared | by 


jects in with the College 
of Behavioral and Social Sciences, 
University of Maryland, ie. Park. 


Social policy--public opinion--Maryland 
Economic policy--public opinion--Maryland 


8038 
MARYLAND. UNIVERSITY OF MARYLAND, Colle 
Park. Institute for Governmental ce. 
ail management study o e county 

in Caroline County, Maryland, prepared by 
Steven G. Shandy and Brian M. Gardner. 
With assistance from Elizabeth A. Lyons. 
College Park, 1987. iii, 96 1. 


Jails--administration--Maryland--Caroline 
County 


8039 

MASSACHUSETTS. AGRICULTURAL EXPERIMENT 
STATION, Amherst. Opportunities for 
increased use oF biological a in 
Massachusetts, a report prepared for the 
Massachusetts Department of Food and 
Agriculture, October 1, 1987. Edited by 
Roy Van Driesche and Eileen Carey. 
Amherst, 1987. ii, 141 p. (Research 
bulletin number 718 8) 

Title on spine: Biological control in 
Massachusetts. 

Available from: Bulletin Distribution 
Center, One Thatcher Way, coe A, 
baa of Massachusetts, Amherst 


85-649837 
Insect pests--biological control-- 
Massachusetts 


MASSACHUSETTS. APPELLATE TAX BOARD. Annual 
report. 1986/87. Boston. unpaged. (Public 
document no. 148 
Report year ends June 30. 
57-63163 
Taxation-—Massachusetts 


8041 
MASSACHUSETTS. BOARD OF 
INCORPORATION. Decision relative to the 
application of Bank of New England 
Corporation, Boston, Massachusetts to 
acquire the Conifer Group, Inc., 
Worcester, Massachusetts. Boston [1987] 


6 p. 
Banks and banking--Massachusetts 


8042 
MASSACHUSETTS. COASTAL ZONE MANAGEMENT 
(OFFICE] Massachusetts coastal zone 
Management. Cartography and design: 
Cynthia Harris. Contributors: Elizabeth 
Tayntor, Steve Bliven [and] Anne Smrcina. 
Typesetting: Adams & Abbott, Inc. 
Lawrence, Graphic Litho, Pin . 1987. col. 
map on sheet 88 x 58 cm. 


Coastal zone management--maps-- 
Massachusetts 


8043 
COMMITTEE FOR PUBLIC 


VICES. Annual report. 2d; 1986. 
[Boston] i, 35 p. ill. 


Legal aid--Massachusetts 
Public defenders-—-Massachusetts 


8044 
MASSACHUSETTS. COMMUNITY ECONOMIC 
ASSISTANCE CORPORATION. CEDAC 
at 5; into opportunities. 
[Boston, n.d.}] 12 p. 


Community development--Massachusetts 
Economic development--Massachusetts 
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8045 
MASSACHUSETTS. DEPT. OF EDUCATION. 
of Educational Technologies. Massachusetts 
ucation television program _— 1987- 
1988. {Arlington, n.d.] 52 p. ; 
Television in education--Massachusetts 


8046 
MASSACHUSETTS. DEPT. OF ENVIRONMENTAL 
MANAGEMENT. Boston a Islands State 
Park. (Boston, n.d. 4] 1 


Parks--Massachusetts 


8047 
OF YOUTH SERVICES. 
au_ of rt Services. Food services 
eve lope’ outh Services' 
Food Services “piv sion. Boston, n.d.] 
unpaged. ill. 


Food service--handbooks, manuals, etc. 


8048 
MASSACHUSETTS. DIVISION OF FISHERIES AND 
WILDLIFE. Massachusetts deer 
hunting zones. [Boston, n.d. 3] 1 


Deer hunting--Massachusetts 


8049 
MASSACHUSETTS. DIVISION OF FISHERIES AND 
WILDLIFE. Rare native plants of 
Massachusetts, yg by Bruce A. 
Sorrie. {Boston} 108 14 p. 
flora & fauna of sachusetts no. 6) 


Rare plants--Massachusetts 


8050 
MASSACHUSETTS. DIVISION OF FISHERIES AND 
WILDLIFE. Waters known to contain northern 
pike. [Boston, n.d. 1] 1. 


Pike--Massachusetts 


8051 
MASSACHUSETTS. DIVISION OF 
WILDLIFE Field -Hiea 


Bass fishing--Massachusetts 


8052 
MASSACHUSETTS. DIVISION OF FISHERIES AND 
WILDLIFE. Field Headquarters. Nongame 
wildlife for special consideration in 
Massachusetts. Edited by Thomas W. French, 
Bradford G. Blodget and James 4 Cardoza. 
4th ed. Westborough, 198 [3] p. 


(Division of Fisheries and Wildlife. Fauna 
of Massachusetts series no. 5) 


Endangered species—-Massachusetts 


8053 
MASSACHUSETTS. DIVISION OF MARINE 
FISHERIES. Massachusetts coastal 
commercial lobster tra samplin: ng program 
1986 [by] Bruce strella 
McKiernan. [Boston] 1987. 
v p 


Lobster fisheries—-Massachusetts 


8054 
MASSACHUSETTS. DIVISION OF OCCUPATIONAL 
HYGIENE. Carbon monoxide. [West Newton, 
n.d.] 3 p. (Recommended safe practices; 
chemical data sheet no. 6 


Carbon monoxide 


8055 
MASSACHUSETTS. DIVISION OF OCCUPATIONAL 
HYGIENE. Ozone. (West Newton, n.d.j| 2 
(Recommended safe practices; chemical da’ 
sheet no. 35) 


Ozone 


8056 
MASSACHUSETTS. DIVISION OF SOLID AND 
HAZARDOUS WASTE. [Site list, January 15, 
gees: lists of known and suspected 
hazardo ste sites Massachusetts] 
Boston various pagings. 
Caption title. 


Hazardous waste sites--Massachusetts 


8057 
MASSACHUSETTS. DIVISION OF WATER 
RESOURCES. Massachusetts River basins. 
Cartographer: David 1985. 
col. map on sheet 63 x 96 


Watersheds--maps--Massachusetts 


8058 
MASSACHUSETTS. DIVISION OF WATER 
RESOURCES. Massachusetts Section 406 
hazard mitigation plan [compiled by 
Michael Beshara and others] Prepared [in 
cooperation with the] Coastal Zone 
Management Office. [Boston] 1987. various 
pagings. ill. 

Cover title: Commonwealth of 
Massachusetts Section 406 hazard 
mitigation plan, 1986 


Flood damage prevention Massachusetts 
Natural disasters—-Massachusetts 


8059 
MASSACHUSETTS. EXECUTIVE OFFICE OF 
CONSUMER AFFAIRS AND BUSINESS REGULATION. 
Massachusetts lemon law arbitration 
program, 1986 pqpert. [Boston] 1987. 


various pagings. 

88-620830 
Consumer protection--Massachusetts 


q 
i 
j 
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8060 
MASSACHUSETTS. p Special OFFICE OF HUMAN 
SERVICES] EOHS Special Commission on 


Foster Care: ic near .[held] 
December 3-4, 1986. yy ] 141. 


Foster home care--Massachusetts 


MASSACHUSETTS. EXECUTIVE OFFICE OF HUMAN 
SERVICES. Report on female offenders. 
(Boston] 1987. v, 15 1. 


Female 


8062 
MASSACHUSETTS. [GENERAL CO 


Committee on Comparable 
report. oston .e. ] 39 p. 
(House [document] no. 5900 

Cover title: Second interim report of 
the Joint Special Committee established 
for the Daag of making an investigation 
and study relative to comparable worth in 
qaabeynent and the extent to which sex 


segregation exists in employment in the 
Commonwealth 
88-620828 


Equal pay for equal work--Massachusetts 
Sex diderinination in employment-- 
Massachusetts 


8063 
MASSACHUSETTS. HEALTH AND EDUCATIONAL 
FACILITIES AUTHORITY. Annual report. 18th; 
[Boston] 20 p. 
Report year ends June 30 


Health facilities--finance--Massachusetts 
Bonds--—Massachusetts 

Universities and colleges--finance-- 
Massachusetts 


8064 
MASSACHUSETTS. LEGISLATIVE RESEARCH 
COUNCIL. Report relative to the grand 
1987. 84 p. (Senate 


document] no. 162 
88-620831 
Grand jury--Massachusetts 


BAY 
TRANSPORTATION A RITY) 

Analysis of MBTA budge service 
for FY 1986. [Boston [n.d.] 
p 

Cover title: MBTA performance, fiscal 
_., MBTA Advisory Board staff 
report 


Local transit--Massachusetts 


8066 
AUTHORITY] Public Affairs Dept. i 
simplified, match your airline w 
terminal letter; August 1987. 
(Boston, 1987. 2] p 


Airports--Massachusetts--Boston 


8067 
MASSACHUSETTS. METROPOLITAN DISTRICT 
COMMISSION. Belle Isle Marsh Rese 
fall programs. (Boston, n.d. 2] p. ill. 


Nature conservation--Massachusetts 


8068 
MASSACHUSETTS. METROPOLITAN DISTRICT 
COMMISSION. Beach Reservation. 
(Boston, n.d.] folder. ill. 


Parks--Massachusetts 


8069 
MASSACHUSETTS. METROPOLITAN DISTRICT 
COMMISSION. Wollaston Beach 
fall programs. [Boston, n.d. 1] 1 


Nature conservation--Massachusetts 


8070 
MASSACHUSETTS. MINIMUM WAGE DIVISION. 
Annual 1986/87. [boston] {3} 1. 
Report year ends June 


Wages--minimum wage--Massachusetts 


8071 
MASSACHUSETTS. OFFICE OF SAFE WASTE 
MANAGEMENT. Hazardous waste management 
Massachusetts; 1987 statewi 
report. [Boston] 


1987. v, 114 p. 
88-620829 
Hazardous wastes--Massachusetts 


8072 
MASSACHUSETTS. OFFICE OF THE COMMISSIONER 
OF BANKS. [Recent decisions on bank 
applications made by the Board of Bank 
Incorporation and the commissioner of 
Ss as well as — petitions not 
requiring hearings ublic heari 
for Boston, 1 


caption title. 
Banks and 


report. 3d; Boston. 
v, p. ill. 


Affirmative action programs--Massachusetts 
State officials and employees-- 
Massachusetts 


8074 
MASSACHUSETTS. SUPREME JUDICIAL COURT. 
Massachusetts reports; decisions of the 
Supreme Judicial Court of Massachusetts. 
Vol. 395; May/Sept. 1985. Thomas B. 
Merritt, reporter. Boston, Bateman & 
Slade, Inc. xv, 1145 p. 

1-31203 


Law reports, digests, etc.--Massachusetts 
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8075 
MASSACHUSETTS. TASK FORCE ON MENTAL HEALTH 
SERVICES FOR CHILDREN AND YOUTH. Task 
Force on Mental Health Services for 
Children and Youth foruns...[held] 
December 11, 15, an 1986. {[Boston, 
1986?] 14 1. ‘il. 


Child mental health services-- 
Massachusetts 


Youth--mental health services-- 
Massachusetts 


8076 
MASSACHUSETTS. TRIAL COURT. ice of she 
Chief Administrative ac ce. 
Massachusetts courts: annual report. 
1985/86. [Boston] 70 p. ill. 


Courts--Massachusetts 


8077 
MASSACHUSETTS. UNIVERSITY OF 
MASSACHUSETTS, Amherst. 

Extension [Service] assachuse natur: 
resource agency directory, 4 
Archey. [Amherst, n.d.] 86 


Conservation of natural resources-- 
directories-—-Massachusetts 


8078 
MASSACHUSETTS. UNIVERSITY OF 
MASSACHUSETTS, Amherst. Dept. of 
Veter and ciences. Gradua 
program in animal sciences. [Amherst, 
n.d.] unpaged. ill. 


State universities and 
work--Massachusetts--Amhers 


8079 
MICHIGAN. Constitution of 
the State of “yee of 1963 (as 
Library of Michigan 


{1987} 7 
88-620886 
State--Michigan 


8080 
MICHIGAN. COUNCIL ON VOCATIONAL EDUCATION. 
Statewide case study on the status and 
coordination between the Carl D. Perkins 
vocational education act and the Job 
training partnership act, be Ned B. 
Sutherland, John Parr ined] Edith Zilla. 
Lansing] 1987. iv, 36 p. 


Vocational education--case studies-- 
Michigan 

Occupational training--case studies-- 
Michigan # 


8081 
MICHIGAN. DEPT. OF CIVIL RIGHTS. Pre- 
mployment inquiry guide. [Rev.] Detroit 
fn. -] folder. 


Applications for positions--Michigan 


8082 
MICHIGAN. hag OF EDUCATION. 
Affairs Publications WWE: you 
chigan 


sa of the 
Departnen 
50 p. 


of Education. th. 1987] 


Education--Michigan 
State publications-—-Michigan 


8083 
MICHIGAN. DEPT. OF LABOR. MIOSHA 
Information [Sectio Mechanic wer 
ress in Michigan. 1986. 
Lansing] 


12940 
Power 
Industrial accidents--Michigan 


8084 

MICHIGAN. OF LABOR. MIOSHA 
Information on] Michigan 
occupationa rule violations 
analysis. 1986/87. Lansing] iv, 59 p. 
rt ds Sept. 

e ear en e 

12416 
Industrial accidents--Michigan 
Occupational diseases--Michigan 


8085 
MICHIGAN. DEPT. OF MANAGEMENT AND BUDGET. 
Office of Health and Medical. Affairs. 
promotio 
(ansing] 1987. ill. 
Issued in cooperation with the Center 


for Health Promotion, Dept. of Public 
Health. 


Medical care, Cost of 
Health education 


MICHIGAN. DEPT. OF MANAGEMENT AND BUDGET. 
fice of Management and _ Information 
‘oas an and waters perm 
ormation system; analysis, design, and 
poe testing for an updated system. 
roject Team: Thomas E. Borton and 
others. Lansing] 1987. iii, 39 p. + 


Data base management--Michigan 


8087 
MICHIGAN. DEPT. OF MENTAL BEALTE. 
eae rules. Lansing, 1987 


from: Office Services, Dept. 
of Mental Health, 5th Floor : Cass 
Building, Lansing, Michigan 4891 


Mental health services--Michigan 
Administrative agencies--rules and 
practice--Michigan 


ee: | 
aS 
: | 
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8088 
MICHIGAN. DEPT. OF NATURAL RESOURCES. 
Peregrine falcon; Michigan's_ living 
resources. [Lansing, n.d.] folder. ill. 


Peregrine falcon--Michigan 


8089 
MICHIGAN. DEPT. OF SOCIAL SERVICES. 


Reporting Section. Foster care Bat 7 
Management report. 1986/87. | 


unpaged. annual. 
Servicos. DSS publication 292) 
Report year ends in Be 


2-642270 
Foster home 


of Socia 


MICHIGAN. DEPT. 


8090 
OF SOCIAL SERVICES. Data 
Reporting Section. Medical assistanc 
Wedicat Ca [Lansing] unpaged. 
ll. annual. (Dept. of Soci Services. 
DSS publication 122) 
Report year ends in Se 


Medicaid--statistics--Michigan 


8091 
MICHIGAN. DEPT. OF TREASURY. State of 
Michigan, 1987 reproducible State income 
tax and single business tax forms. 
(Lansing, n.d.) unpaged. 


Taxation--forms--Michigan 


8092 
MICHIGAN. EMPLOYMENT SECURITY COMMISSION. 
Occupational employment statistics for 
Michigan Federal, State, and local 
government. Detroit, 1987. ii, 43 p. ill. 
Cover title: Michigan Federal, State 
and governments occupational 
employment statistics. 
88-620887 


Employment--statistics—-Michi ond 
Occupations--statistics—-Mic 


MICHIGAN. EMPLOYMENT SECURITY COMMISSION. 
Michigan Daeg and trade industries. 
Detroit, 1987. ii, 91 p. ill. 

Cover title: Mic igan regulated and 
trade industries occupational employment 
statistics. 


Occupations--statistics—-Mic 


8094 
MICHIGAN. GEOLOGICAL SURVEY DIVISION. 
Michigan's oil and gas field; drillin 
statistics, production. 1983-84. [Lansing 
306 p. ill. annual. (Statistical summary, 
oil and gas SS-0G 84) 

Combined report. 

Available from: Information Services 
Center, Dept. of Natural Resources, P.O. 
Box 30028, Lansing, a 48909. 

76-649816 
Petroleum--statistics--Michigan 
Gas, Natural--statistics—-Michigan 


8095 
MICHIGAN. GOVERNOR. et message 9 of the 
Governor. 1988/89. ‘Wansing)"* ill. 


lectures-- 
higan 


State governments--addresses, essays, 
lectures—-Michigan 


8096 
MICHIGAN. GOVERNOR. Executive budget. 
{Lansing} various pagings. ill. 


ann 
78-645100 
Budget--Michigan 


8097 
MICHIGAN. INSURANCE BUREAU. Annual 
report, a to Governor 
Tppes J. Blanchard. 1 {Lansing} 45 p. 


78-643284 
Insurance--statistics—-Michigan 


8098 
NICHIOAR. JUSTICE ADVISORY 
TTEE. Juvenile Justice Advisory 
Cunabans to Senate Corrections Committee 
poy) Boh Lepieux. [Lansing, 1986?] 


Cover title: Final report, 1986, 
Juvenile Justice Advisory Committee to the 
Michigan Senate Corrections ‘Committee. 


—62088' 
Juvenile justice, Administration of-- 
Michigan 


8099 
MICHIGAN. LEGISLATIVE SERVICE BUREAU. 


Welcome to Legislature; an 
introduction to legislative 
offices, and terns 

J. Carl. Lansing] 1987. 


Legislative bodies--Michigan 


8100 
MICHIGAN. [LEGISLATURE. House of 
Representatives] House re isfative 
on. Summary 
ac chigan Lesielatere. 83d 
Leniaiatere, 1986. [Lansing] iv, 82 p. 
annual. 


Issued in cooperation with the Senate 
Fiscal Agency and Legislative Service 


au. 
sn85-63543 
Bills, Legislative--Michigan 


8101 
MICHIGAN. House of 
Representatives cial Ad Hoc Committee 


udy ambDliing on Indian 
in Michigan. Report... 
Lansing] 1986. 7 I. 


Committee formed in 1985 
by Speaker of the House, Gary n. 


Gambling--Michi 
Indians of No 
Michigan 


America--reservations-—- 
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MICHIGAN. [LEGISLATURE] Senate 
Agency. Estimated State 
coun year 1985 (Lessing) 


1987. 
88-620890 
Public--Michigan 


MICHIGAN. [LEGISLATURE] 
Agency. Status of lawsui 
ate of FY 1986- 7 “update, 
prepared by B Bowerman. Lansing, 1988. 


iv, 62 p. ill. 
88-620891 
Remedies (Law)--Michigan 


8104 
MICHIGAN. LIBRARY OF MICHIGAN. Creati 
future for adult new readers, collec hen 


develo) — in blic libraries. [Lans 
1987] Mi 3 ii, 31 p. ” c ing. 


Collection development (Libraries) 
Public libraries 


8105 
MICHIGAN. OFFICE OF THE AUDITOR GENERAL 
Annual report. 1986/87. Passing) 104 p. 
Report year ends Sept. 30. 
0-15558 
Auditing--Michigan 


8106 
MICHIGAN. OFFICE OF THE AUDITOR GENERAL. 
Audit report; Bureau of Construction 
Codes, Department of Stee Nov. 1, 
1983/Mar. 31, 1987. [Lansing] ii, 30 p. 


Auditing--Michigan 


8107 
OF THE AUDITOR 
Audit report; Bureau of Finance, 
De artment Transportation, October 1, 
through September 30, 1986. (Lansing, 
1987] ii, 102 p. 


Auditing--Michigan 


8108 
MICHIGAN. OFFICE OF THE AUDITOR GENERAL. 
Audit report; Bureau of Investments and 
Debt Mana De ent of 
Treasury, thro March 31, 
1987. ji, 37 p. 


Auditing--Michigan 


8109 
MICHIGAN. OFFICE OF THE AUDITOR GENERAL. 
Audit report; Carnival-Amusement Safety 
Board, Bureau of Commercial Services, 


Department of Licensing and Regulation, 
July 1, 1984 through June 30, 1987. 
1988] ii, 4 p. 


Auditing--Michigan 


MICHIGAN. OFFICE OF THE AUDITOR GENERAL. 
Audit report; Department of Natural 
Resources financial and compliance audit, 
including the ae of Attachment P 
to OMB Circular A-102, October 1, 83 
September 30, 1985. [Lansing, 
1987] ii, 85 p. 


Auditing--Michigan 


8111 

MICHIGAN. OFFICE OF THE AUDITOR GENERAL. 
Audit report; Department of Public Health 
financial and compliance inclpding 
the provisions of Attachment P 
OMB Circular A-102, ootamae 1, 1983 
through September 30, 1985. (Lansing, 
1987] iii, 51 p. 


Auditing--Michigan 


8112 
MICHIGAN. OFFICE OF THE AUDITOR GENERAL. 
Audit report; executive program, Bureau of 
Communit 7 Mental Health Services, 
FP artment of Mental Health, October 1, 
through December 31, 1986. (Lansing, 
1988] iii, 20 p. 


Auditing--Michigan 


8113 
MICHIGAN. OFFICE OF THE AUDITOR GENERAL. 
Audit report; general assistance program 
and emergency needs program, i of 
Social Services, January 1, 
30, 1986. {Lansing, 1988] 
p. 


Auditing--Michigan 


8114 
MICHIGAN. OFFICE OF THE AUDITOR GENERAL. 
Audit report, Hawthorn Center, Department 
of Mental Health. ry 1, 1984/Mar. 31, 
1987. [Lansing] iii, 32 


Auditing--Michigan 


8115 
GAN. OFFICE OF THE AUDITOR 
udit report; Library of alanine, 
and com Hance audit, inc gan 
the provisions of the Single audit age 
October 1, 1984 a ee September 30 
1986. [Lansing, 1988] ii, 43 p. 


Auditing--Michigan 


8116 
MICHIGAN. OFFICE OF THE AUDITOR GENERAL. 
Audit report; Bag Board of Dentistry, 
Bureau of Heal ervices, Department of 
Licensing and Regulation, August 1, 
regen June 30, 1987. [Lansing, 


Auditing--Michigan 
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8117 
MICHIGAN. OFFICE OF THE AUDITOR GENERAL. 
Audit report, Office of Management 
Services, Department of Licensing and 
Regulation, October 1, 1981 through 
30, 1986. 1988] 


Auditing--Michigan 


8118 
MICHIGAN. OFFICE OF THE AUDITOR GENERAL. 
Audit report; parole decisions and release 
date computations, Department of 
Corrections, November 1, 1983 thro 
passet 31, 1987. [Lansing, 1988] 
p. 


Auditing--Michigan 


8119 
MICHIGAN. OFFICE OF THE AUDITOR GENERAL. 
Audit Ski Area Safety 
Bureau of Commercial Services, Departmen 
of Licensing and Regulation, July 1, 1984 
June 30, 1987. [Lansing, 1988] 
»4p 


Auditing--Michigan 


8120 
MICHIGAN. OFFICE OF THE AUDITOR GENERAL. 
Audit report; Western Michigan University. 
: 1, 1983/Apr. 30, 1987. [Lansing] 
, 18 p. 


Auditing--Michigan 


MICHIGAN. OFFICE oF THE GOVERNOR. State of 
the oer message, 1988. [Lansing, 1988] 


75 
aa title: The Michigan strate 
building the future; report to the peop e 
of Michigan and a Legislature, Governor 
James J. Blanchard 
88-620892 


State governments--addresses, essays, 
lectures--Michigan 


8122 
MICHIGAN. SURFACE WATER QUALITY DIVISION. 
Rouge River quality, 1973-1986. [Lansing] 
1987. various ngs. ill. 
On cover: Report no. MI/DNR/SWQ-87/043. 


Water quality--Michigan--Rouge River Basin 


8123 
MICHIGAN. TRAVEL BUREAU. I am hie 
weer a world transformed; winter travel 
planner, December through March. [Lansing, 
1987] 59 p. ill. 


Description and travel--Michigan 


8124 


MICHIGAN. TRAVEL Mightgan 
charterbook; fishing cial rs 
guide. ©1988] 64 p. 


Charter boat fishing--Michigan 


MICHIGAN. TRAVEL BUREAU. Michigan travel 
events, November 1987-March 1988. 
(Lansing, n.d.] 54 p. 


Promotion of special events--Michigan 


MICHIGAN. UNIVERSITY OF 


Arbor. Museum of Anthro pol ogy. Chip 


, Mexico: 
their procurement, production and use, by 
William J. Parry. Kent V. oe and 


Richard E. plenton, 
Arbor, 1987. 178 p. eee 


the Museum of ‘nithro logy, “University of 
Michigan, number 20) ev. 


bee ge and human ecology of the 
of vol. 8. 


88-620893 
Indians of Mexico--implements-—-Mexico-- 
Oaxaca Valley 


8127 

MICHIGAN. UNIVERSITY OF MICHIGAN, 
Arbor. Museum of Zoology. Phylogenetics o 

snake genus by. Pe and 
Tolson. Ann Arbor, 4%. 68 p. 
(Occasional papers of the if ‘of 
Zoology, number 715) 

85-647088 


Snakes--Caribbean Area 
Biogeography--Caribbean Area 


8128 
MICHIGAN. UNIVERSITY OF MICHIGAN, Ann 
Arbor. Museum of Zoolo Two new species 
of Chthonerpeton (Am Ribia: Gymnop lone: 
Typhlonectida aT from Brazil, by Ronald A. 
Nussbaum and Mark Wilkinson. Ann Arbor, 
1987. 15 ill. (Occasional papers of. the 
Museum o “Zoology, number 716 

85-647088 

Gymnophiona--Brazil 


8129 
og UNIVERSITY OF MICHIGAN, 


bor. Office for the St of Automotive 
Trans oF on. Delp orecast an 
e U.S. automotive | 
1995. [1st ed.] Ann Arbor, ip 
3 v. ill. 
Contents: oe Marketing. ---v. 2. 
Technology. ---v. 
88-620894 
Delphi method 
eee industry and trade--United 
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MINNESOTA 


Minnesota documents which are on 
microfiche may . urchased from the 
ag Center, University Avenue, 

Paul, Minnesota 155158. er is 
deposit accounts receiv 


8130 

MINNESOTA. AGRICULTURAL EXPERIMENT 
STATION, St. Paul. Soil survey of Jackson 
County, nneso [by Raymond G. Genrich. 
St. Paul, 1988] vii, 116, 40 p. ill. 

Issued in cooperation with the U. S. 
Soil Conservation Service. 

88-601372 

Soil-surveys--Minnesota--Jackson County 


FOR 


THE HANDICAPPED. 
ng: Minnesota's new law. 
St. Pa ribs 4 p. (Issue paper 87-07) 


Automobile drivers, Physically 
capped--Minnesota 


8132 
MINNESOTA. DEPT. OF AGRICULTURE. 
Livestock Division. Minnesota dairy 


an ‘aul 
4 73-646439 


Dairy plants--Minnesota 


8133 

MINNESOTA. DEPT. OF EDUCATION. Annual data 

calendar. 1987/88. [St. Paul] 
, p. 


Education--Minnesota 
Government paperwork--Minnesota 


8134 
MINNESOTA. (DEPT. OF FINANCE] Notice of 
sale and official bid form, State of 
Minnesota, $10,710,000 certificates of - 
pert dated October i, 1987. 
t. Paul [1987? 3] p. 


Government purchasing--Minnesota 
Finance, Public--Minnesota 


MINNESOTA. [DEPT. OF FINANCE Peel 
statement dated eptember 11. 
1987, ,710,000 certificates of 
participation evidencing a proportionate 
terest of the owners thereof in lease 
eeneste to be made by the State of 
innesota (acting by and through the 
commissioner of finance), as lessee as the 
rental and purchase price of certain 
equipment pursuant to an equipment lease 
purchase agreement. (st. Paul] 1987. 
various pagings. ill. 


Government purchasing--Minnesota 
Finance, Public--Minnesota 


8136 
MINNESOTA. DEPT. OF HEALTH. Diggnosio of 
foe Pale health professionals. 

Issued in Cooperation with Board 
of Animal Health, Veterin agnostic 
Laboratories, and Lewis for 
Companion Animals. 


Rabies 


8137 
MINNESOTA. DEPT. OF HEAL’ Minnesota fish 
consu mption advisory. [St. Paul] 1987. 
unpage 
ssued in cooperation with the 
Pollution Control Agency and Dept. of 
Natural Resources. 


Fish as food--contamination--Minnesota 


8138 
OTS. DEPT. OF HEALTH. Special 
upplemental food program for women, 
nfents & children, esota WIC program 
State Paul, n.d.] 2 v. 


1. Fiscal year 1988 
goals and objectives. ---v. 2. State- 
vel operations. 


Maternal health services--Minnesota 
Child health services--Minnesota 


MINNESOTA. DEPT,” HUMAN 
istance nts pivision, Re 


Sect tion] 
Families w Dependent Children. 1985/86. 
(St. Paul] 53 p. ill. annual. 
83-640472 
Family social 
Child welfare--Minneso 


8140 
MINNESOTA. DEPT. OF JOBS AND TRAINING. 
Research and Statistic[al Services] 
ce. unemploymen nsurance 
‘statistics. St. Paul, 1987. unpaged. 


88-620905 


Insurance, Unemployment--statistics-- 
Minnesota 


MINNESOTA. DEPT. OF JOBS AND TRAINING. 

Research and Statisticfal Services 

ccupational employmen 

ons to 1990 in eight sub- 
eater Minnesota [by] Kevin Alea jane 
mn Hilber. St. Paul, 1987. , 103 p 


88-620906 
Employment forecasting--statistics-- 
Minnesota 
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8142 
MINNESOTA. DEPT. OF TRANSPORTATION. Review 
of current practices for illumination and 
reflectorization of overhead signs; final 
report, prepared by Samir A. a and 
Panos 2. Michalopoulos. [St. Paul] 1987. 


47 p. ill. 
Bn cover: Research and development. 
Available from: National Technical 
iptereecion Service, Springfield, VA 


61. 
MN/RC-87/02. 
Traffic signs and signals 


8143 
MINNESOTA. DEPT. OF 
of Materials, Research, and % 
rm performance report - , pre 
| Andrew D. Halverson. [St. Paul, n.d.] 
x1, 52 p. ill. (Investigation no. 193) 
On cover: Research and development. 


Pavements, Concrete 


8144 
MINNESOTA. DEPT. OF TRANSPORTATION. 
of Materials, Research, and Stan ” 
esearc’ on. Non-corrosive 

Chemicals for ice and snow control; 
rogress report, ree by Glenn R. 
orfhage. [St. Paul} 987. iii, 11 1. ill. 
(Specia study, 377) 

On cover: Research and development. 

FHWA/MN/RD-87/03. 


Roads--snow and ice control 


8145 
MINNESOTA. DEPT. OF TRANSPORTATION. 
of Materials, Research, and > 
Physical Researc on. Snowplowable 
pavement mai a 


1 rkers, = ; final report, 
prepared by John Zollars. [St. Paul] 1986. 
i, 20 p. ill. (Special study 362) 

Issued in cooperation with the Federal 
Highway Administration. 
On cover: Research and development. 
FHWA/MN/RD-86/05. . 


Road markings 


8146 
MINNESOTA. DIVISION OF FORESTRY. Minnesota 
State forest campgrounds and recreation 
areas, 1986. (St. Paul, n.d.] 16 p. ill. 


Camp sites, facilities, etc.--Minnesota 
Recreation areas--Minnesota 


8147 

MINNESOTA. GEOLOGICAL SURVEY. Major- 
constituent chemistry of selected 
Phanerozoic aquifers in Minnesota, 
Roman Kanivetsky. [St. Paul] 1986. col. 
maps on sheets 71 x 56 cm. (Miscellaneous 
map series M-61) 

Issued in envelope. 


Aquifers--maps--Minnesota 
Water, Underground--maps--Minnesota 
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8148 
MINNESOTA. HAZARDOUS SUBSTANCE INJURY 
COMPENSATION BOARD. Report to the 
Legislature. 1986. [St. Paul] 4 1. annual. 


Hazardous substances--Minnesota 
Liability for environmental damages-- 
Minnesota 


8149 

MINNESOTA. LAWS, STATUTES, ETC. Minnesota 
statutes, 1987 supplement; volume 5, 
Chapters 241 to 299J for use with 
Minnesota statutes 1986, volume 5. 
Compiled, edited and published by the 
Revisor of Statutes. [St. Paul, c1987] 
vii, 487. 

On t.p.: Embraces laws of a general 
and permanent nature enacted at the 198 
regular session and 1987 first speci 
session of the 75th Legislature. 

87-620896 


Statutes-—-Minnesota 


8150 
MINNESOTA. [LEGISLATURE] House of 
Representatives. Public Information 
Office session summary With special 
session. 1987. St. Paul. 240 p. ill. 


86-641351 
Legislation--Minnesota 


8151 
MINNESOTA. [LEGISLATURE] 
esentatives. Research Dept. Chi 
support enforcemen n nneso [by] 
Deborah K. McKnight. Rev. [St. Paul] 1987. 
4 p. (House research information brief) 


Child support--Minnesota 


8152 
MINNESOTA. [LEGISLATURE] House of 
Representatives. Research Dept. 
Minnesota's fiscal disparities 
tax base sharing in the Twin Cities 
metropolitan area, a research re by 


rt 
Karen Baker, Steve Hinze, and Lung- 
Wong. St. Paul] 1987. 125 p. ill. 
88-620907 


Revenue sharing--Minnesota 


8153 
MINNESOTA. [LEGISLATURE] House of 
Representatives. Research atura 
resources and management in nnesota, 
Wisconsin, and Michigan [by] John Helland. 
St. Paul] 1987. 3 p. (House research 
ormation brief) 


Conservation of natural resources-- 
esota 

Conservation of natural resources-- 

Wisconsin 

Conservation of natural resources-- 

Michigan 
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8154 

MINNESOTA. LOCAL ROAD RESEARCH BOARD. 
Research review. Prepared by Midwest 
Pavement Management, c. St. Paul, 1983 
[1985-86] 3 v. 

On cover: Research and development. 

Contents: ---v. 1. The implementation 
status of Local Road Research Board 
by E. 0. Lukanen and E. L. 
kok, Jr. ---v. 2. The implementation 
status of the Minnesota Deptartment [sic] 
of Transportation research projects 
(Investigations nos. 174-210, by M. M. 
Marti, E. 0. Lukanen, and E. L. Skok, Jr. 
---v. 3. The implementation status of the 
Minnesota Deptartment [sic] of 
research projects 
studies no. 265-382), by M. M. Marti, 
E. 0. Lukanen and E. L. Skok, Jr. 


Highway research--Minnesota 


8155 

‘A. MINNESOTA INDOOR AIR QUALITY 

TASK FORCE. Minnesota homeowner's guide to 

radon: how to find out if you have a radon 

problem in your home, what it means, and 

a you can do about it. (St. Paul] 1987. 
p. 


Radon--Minnesota 
Air--pollution, indoor--Minnesota 


8156 
MINNESOTA. OFFICE OF HEALTH SYSTEMS 
DEVELOPMENT. Summary of health related 
regulatory boards' reports mandated by 
Minnesota Statute 214.07 subdivision 2. 
4th-5th; 1982/84-1984/86. Minneapolis. 
2 v. biennial. 
1982/84 ed. is ill. 


Medical personnel--licenses--Minnesota 


8157 
MINNESOTA. OFFICE OF THE STATE COURT 
ADMINISTRATOR. Minnesota Supreme Court 
eepert on operations, 1986. St. Paul, 
1987. iii 


431 
88-620908 
Courts of last resort--Minnesota 


8158 
MINNESOTA. POLLUTION CONTROL AGENCY. 
Hazardous waste from Minnesota households; 
the final report of the household 
hazardous waste P ms ye collection project 
[by] Susan R dgley. St. Paul, 1987. 
various pagings. 
88-620909 


Hazardous wastes--Minnesota 
Refuse and refuse disposal--Minnesota 


8159 

MINNESOTA. POLLUTION CONTROL AGENCY. Soil 
lead report to the Minnesota State 
poqielsture. a statement by the Minnesota 
Pollution Control Agency and the Minnesota 
Department of Health. St. Paul, 1987. 
xv, 32, A iii, A 71, B 22, C 16 p. ill. 

Issued in cooperation with the Dept. 


of Health. 
88-620910 
Soils--lead content--Minnesota 


8160 


MINNESOTA. PUBLIC BROADCASTING EQUIPMENT 

GRANT ALLOCATION TASK FORCE. 1984 Public 

Broadcasting Equipment Grant Allocation 

Task Force report. [St. Paul, 1985. 4] 1. 
Caption title. 


Public television—-Minnesota 


8161 
MINNESOTA. PUBLIC EMPLOYEES RETIREMENT 
ASSOCIATION. Information for basic 


members our retirement benefits with 
PERA. [St. Baul] 1985. ii, 27 p. it 


Retirement income--Minnesota 


8162 
MINNESOTA. PUBLIC EMPLOYEES RETIREMENT 
ASSOCIATION. Information for basic 
members, your retirement benefits with 
PERA. [St. Paul] 1986. ii, 27 p. ill. 


Retirement income--Minnesota 


8163 
MINNESOTA. PUBLIC EMPLOYEES RETIREMENT 
ASSOCIATION. Information for coordinated 
members, your retirement benefits with 
PERA. [St. Paul] 1985. ii, 23 p. ill. 


Retirement income--Minnesota 


MINNESOTA. PUBLIC EMPLOYEES RETIREMENT 
ASSOCIATION. Information for coordinate 
members you retirement benefits wi 

PERA. [St. Baul] 1986. ii, 23 p. ill. 


Retirement income--Minnesota 


8165 
MINNESOTA. PUBLIC EMPLOYEES RETIREMENT 
ASSOCIATION. Information for police & fire 
fund members, your retirement benefits 
with PERA. [St. Paul] 1985. ii, 22 p. ill. 


Fire fighters--pensions--Minnesota 
Police--pensions--Minnesota 


8166 
MINNESOTA. PUBLIC EMPLOYEES RETIREMENT 
ASSOCIATION. Information for police & fire 
fund members, your retirement benefits 
with PERA. [St. Paul] 1986. ii, 22 p. ill 


Fire fighters—-pensions--Minnesota 
Police--pensions--Minnesota 
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8167 
MINNESOTA. SECTION OF Hooki 
mortality of walleye on Live 
artificial baits, by Ronald D. Payer, 
Rodney B. Pierce, and Donald L. Pereira. 
[St. Paul, 1987] i, 15 p. (Investigational 
report 390) 


Fishhooks 
Walleye fishing 


8168 
MINNESOTA. SENTENCING GUIDELINES 
Minnesota sentencin 
ont Rev. [St. Pai 


987. 51 p. 
88 620911 
Sentences (Criminal procedure)--Minnesota 
Prison sentences--Minnesota 


MINNESOTA. SEX EQUITY ADVISORY 
Annual report. 1985/86. [St. Paul] 3 1. 


Sex discrimination in education--Minnesota 
Educational equalization--Minnesota 


8170 
MINNESOTA. SMALL BUSINESS ASSISTANCE 
OFFICE. Starting a food business in 
Hinnesote [by] Mary J. Kruger 
Charles A. haffer. 
cooperation with the] Dept. (Fr gricul 
ng Dept. of Health. [St. Paul] 1987, 
p. 
Free. 


Food service--Minnesota 


8171 
MINNESOTA. TEACHERS RETIREMENT 
ASSOCIATION. Annual financial report. 
55th; 1985/86. St. Paul. 123 p. ill. 
Cover title: Annual report of the Board 
of Trustees. 


Report year ends June 30. 


Teachers--salaries, etc.--Minnesota 
Teachers—-pensions--Minnesota 


8172 
MINNESOTA. UNIVERSITY OF MINNESOTA, 
Minneapolis. Hormel Inetitute, Austin. 
ual report. Austin. Dp. 
Agriculture--research--Minnesota 


8173 
MINNESOTA. UNIVERSITY OF MINNESOTA, 
Hinneapolis. St. Anthony Falls Hydraulic 
aborator ynam ater 
‘simulation model "MINLAKE, Mic ael 
Riley and Heinz G. Stefan. Prepared for 
Legislative Commission on Minnesota 
Resources. [Minneapolis] 1987. iii, 140 p. 
ill. (Project report 263) 


Lake ecology--Minnesota 
Information rc. and retrieval systems- 
-water quality--Minnesota 


8174 

MINNESOTA. UNIVERSITY OF MINNESOTA, 
Minneapolis. St. Antho Falls 

ra Exper 
ooster pump, by Joseph KN. Wetzel, 
T. Jackson, and D. W. Bintz. Prepared for 
U. S. Bureau of Mines, Branch of 
Procurement. Minneapolis, 1985. 39 1. 
(Project report 243) 


Jet pumps 


8175 
MINNESOTA. UNIVERSITY OF MINNESOTA, 
Antho alls 


Minneapolis. 
temperature ng o emperature— 


tratifi ake water a horizontal 
Seoveet jet, by Ruochuan Gu and Heinz G. 

tefan. Prepared for Legislative 
on Minnesota Resources. 
Minneapolis, 1987. x, 108 p. ill. (Project 
report 264) 


Thermal jlution of rivers, lakes, etc. 
Water--thermal properties 


8176 
MINNESOTA. UNIVERSITY OF MINNESOTA, 
innea Olis. Southeast Asian Refugee 
a outheast Asian 


Sarah R. Mason. nneapolis 
viii, 142 p. ill. (Southeast pron Refugee 
Studies occasio papers, oe 4) 


University of Minnesota. Center for 
sae Regional Affairs. Publication 


no. 

86-72303 
Occupational training--United States 
immigrants--employment--United 


States 
MISSISSIPPI 


8177 

MISSISSIPPI. LABOR MARKET INFORMATION 
DEPT. UI stics Section. Mississippi's 
business population: births, deaths & 
changes in Comaeeety. 1986. [Conducted in 
cooperation with the Data Processing, 
Contributions and Status, and the Business 
Management Depts.] — v, 38 p. ill. 


s 
Business enterprises—-Mississippi 


8178 
MISSISSIPPI. LEGISLATURE. of 
Representatives. Journal. 10 rege ar 
[and cextraordi 


nary sessions] 1987. 


Jackson] 1629, 65 p. 
53-34276 
Legislative journals--Mississippi 
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8179 
MISSISSIPPI. PUBLIC SERVICE COMMISSION. 
Annual report. 1986/87. [Jackson] 
iii, ill. 
rt year ends June 30. 


Public utilities--Mississippi 
MISSOURI 


8180 
MISSOURI. AGRICULTURAL EXPERIMENT STATION, 
Columbia. Agricultural policies: the new 
reality; report of seminar on icultural 
marketing and policy [presented by the] 
College of Agriculture and Extension 
Division, Missouri [held] 
November 12-1 fat] Columbia, 
Missouri. (Columbia, 2?) 81 p. ill. 
(Special report 370) 

85-2143 


sf 
Agriculture--economic aspects--addresses, 
essays, lectures 


MISSOURI. AG TURAL EXPERIMENT ST. 
Columbia. ‘Changing of re 
cooperatives, by Brice Ratchford, 
Abdalla and) Brian Griffith. 
[Columbia, . (Special 
report 365) 
sf85-2143 


Agriculture, Cooperative 


8182 
MISSOURI. AGRICULTURAL EXPERIMENT STATION, 
Columbia. Corn soil insects research: 
insecticide evaluations. 1987. (By} 
Judy A. Grundler [and] Armon J. roast: 
[Columbia] 43 p. annual. (Special 
report 371) 
sf85-2143 


Corn--diseases and pests 


8183 
MISSOURI. AGRICULTURAL EXPERIMENT STATION, 
Columbia. “Departmental and loss 
Characteristics for 12 
farmer 


V D Jam 
Agriculture, 


8184 
MISSOURI. AGRICULTURAL EXPERIMENT STATION, 
Coluabia. Missouri erformance; 
1987. (By | Har C. nor [and 
Columbia] 16 p. (Special 
report 369) 
sf85-2143 
Forage plants--Missouri 


8185 

umbia. Missouri cro ormance: ain 
sorghum. {8 Marry nor 
others. at 22 p 1. (Special 
report 36 

sf85-2143 

Sorghum--Missouri 


soybeans. 


8186 
MISSOURI. AGRICULTURAL EXPERIMENT STATION, 
Harry C.] Minor [and 
others. Columb al 35 p. ill. (Special 
report 368) 
sf85-2143 


Soybean--Missouri 


8187 
MISSOURI. COMMISSION ON HUMAN RIGHTS. 
Tapert: 1986/87. [Jefferson City] 
Padport year ends June 30. 
65-64481 
Civil rights--Missouri 


8188 
MISSOURI. DEPT. OF HEALTH. Missouri 
Department of Health program performance 
reports. 1985/86. 97 p. 
Report year ends June 


Public health--Missouri 
Medical care--Missouri 


8189 
MISSOURI. DEPT. OF HEALTH. Sexually 
transmitted disease. [Jefferson City, 
n.d.] folder. 


Venereal diseases 


8190 
MISSOURI. [DIVISION OF] EMPLOYMENT 
SECURITY. Unemployment insurance: shared 
work program; information and instructions 
for employees. [Jefferson City, n.d. 3] p. 


Work sharing 


8191 
onal DIVISION OF GEOLOGY AND LAND 


SURVEY catalogue of publications, 1988. 
[Rolla, 1987] $2 p. ill. 


Geological reeperch-_ Missouri 
State publications--Missour 


8192 
MISSOURI. LAWS, STATUTES, ETC. Laws of 
Missouri passed at the regular session of 
the General Assembly. 84th General 
Assembly, 1st regular session; 1987. 
(Jefferson, Roy D. Blunt, secretary 


of state. 
43-41492 
Law--Missouri 


8193 

MISSOURI. LAWS, STATUTES, ETC. Missouri 
Commercial feed law and rules and 
regulations er by Missouri 
Department of riculture, Plan 
ustries ureau of Feed an 

eed. _ Dept. of 
[n.d.] 3 


Feeds--law and 
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8194 
MISSOURI. LAWS, STATUTES, ETC. Missouri 
laws affecting children, youth, minors. 
$d edition. Jefferson City, Division of 
Family Services, 1986. xiv, 160 p. 


Child welfare--law and legislation-- 
Missouri 
Youth--law and legislation--Missouri 


8195 
MISSOURI. OCCUPATIONAL INFORMATION 
COORDINATING COMMITTEE. data 
book. [Jefferson City] 1987. 22 p. + ill. 


Labor supply—-statistics—-Missouri 


8196 
MISSOURI. SOUTHWEST MISSOURI STATE 
UNIVERSITY, Springfield. Hicroconputers 
and high ‘eotmology: their impact upon 
a report presented 
Opportunity 2000 Commission. Developed by 


James R. Layton. Springfield, Prose. 
iv, 168 p. ill. 


Microcomputers-——Missouri 
High technoiozy --Missouri 


8197 
MISSOURI. STATE COUNCIL ON VOCATIONAL 
EDUCATION. In response to the mandates fa 
special report. Jefferson City] 1987. 


9, 32, 22 p. 
88-620897 
Vocational education--Missouri 


8198 
MISSOURI. TASK FORCE ON TEACHER EDUCATION. 
Teachers for the 21st century; report 
ommission [n 


Teachers, Training of--Missouri 


8199 
MISSOURI. UNIVERSITY OF MISSOURI, 
Columbia. Extension Division. 1987 cash 
rental rates in Missouri [by] Myron 
Bennett. [Rev. Columbia, 1987? 2] p. 


(Agricultural guide; farm management) 


Farm tenancy--Missouri 


8200 
MISSOURI. UNIVERSITY OF MISSOURI, 
Columbia. Extension Division. Antibiotics 
and other a ves for swine [by] John C. 
Rea and Trygve L. Veum. [Rev. Columbia, 
n.d. 4] p. l. (Agricultural guide; 
swine) 


Feed additives 
Swine--feeding and feeds 


8201 

MISSOURI. UNIVERSITY OF MISSOURI, 
oluabia. Extension Division. Approaches 
sorien life: 
approaches (Part I) (by) Lou [and] 
usk. tines Jefferson City. n. 

4] p. ill. (Home economics de 
Issued in cooperation with the College 
of Home Economics, University of Missouri. 


Presenile dementia 


8202 
MISSOURI. UNIVERSITY quale. wee 
Columbia. Extension p_Diviaton. tic ic weed 
ntro ssour 
Michael S. DeFelice. n.d. 
unpaged. (Agricultura guide; wee 
control) 


Aquatic 


8203 
MISSOURI. UNIVERSITY OF MISSOURI, 
Columbia. Extension Division. The 


Howell N. Wheaton. [Rev. Columbia, n.d. 
2] p. (Agricultural de; bluegrasses) 


Blue-grass 


8204 
MISSOURI. UNIVERSITY OF MISSOURI, 


lumbia. Extension Division. 
ane Helsel. nd. 2) p. 
. (Agricultural guide; buckwheat) 


Buckwheat 


8205 

MISSOURI. UNIVERSITY OF MISSOURI, 
Columbia. Extension Division. By-products 
damaged feeds and nontraditional feed 
sources for swine Rea, 
Ronald 0. Bates, and T L. Veum. (Rev. 
n.d. 4] p. ( guide; 
swine 


Swine--feeding and feeds 


8206 
MISSOURI. UNIVERSITY OF MISSOURI, 
Columbia. Divizion. Cockroaches 
olumbia, n.d. 
contro 


Cockroaches 


8207 
MISSOURI. UNIVERSITY OF MISSOURI, 
Columbia. Extension Division. Controllin 
damage caused by wildlife, Missour 
Department of Conservation. mee, 
Columbia, n.d. 2] p. ill. (Agricultural 
guide; wildlife) 


Crop losses 


| 
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8208 
MISSOURI. UNIVERSITY OF MISSOURI, 
Columbia. Extension Division. Displaced 
abomasum and Bonnard 
Moseley. ev. * Coluabia, n.d. ill. 
(Agricultural guide; health) 


Dairy cattle 


8209 
MISSOURI. UNIVERSITY OF MISSOURI, 
Columbia. Extension ivision. Drilled 
soybeans Harry C. Minor, 
Zane R. Helsel, Gentry. ([Rev. 
Columbia, n.d. p. (Agricultural 
guide; soybeans) 


Soybean--Missouri 


8210 
MISSOURI. UNIVERSITY OF MISSOURI, 
Columbia. Extension Division. nating 
ves for swine rations 
Rea and e L. Veum. Ree 
n.d. 3] p l. (Agricultural guide; 


Feed additives 
Swine--feeding and feeds 


8211 
MISSOURI. UNIVERSITY OF MISSOURI, 
Columbia. Extension Division. Getting 


roblem cows pre 5 H. Allen 
and Ro oungquist. 


ia, 4] p. guide; 
ry breeding) 


Dairy cattle--breeding 


8212 
MISSOURI. UNIVERSITY OF MISSOURI, 
Columbia. Extension Division. Growing 


herbs at hom [by y] Ray R. Rothenberger. 
(Columbia, nd] older. (Grounds for 
gardening; a horticultural guide) 


Herbs 


MISSOURI. UNIVERSITY og MISSOURI, 
Colum Dt Helping when 

ea fendi” Vicki 
Schmall. 4] p. (Home 
economics de) 

Issued cooperation with the College 
of Home Economics, University of Missouri. 

poans children and aging parents 
series 


Parents, Aged 


MISSOURI. UNIVERSITY OF MISSOURI, 

Columbia. Extension D: 

sma jams wr 

Curry. ([Rev. Columbia, 

guide; soil one 
ssued in cooperation with the U. 

Soil “Conservation Service. 


Dams 


8215 
MISSOURI. UNIVERSITY OF MISSOURI, 


Columbia. Extension [Division Marketing 

n 
Columbia, 1987. 2] p. (Business and 
ndustry) 


Marketing 


8216 
MISSOURI. UNIVERSITY OF MISSOURI 
Columbia. Extension Division. No-tili 
checklist [written by Zane R. Helsel and 
others. Rev. Columbia, n.d. 1] 1. ill. 
(Agricultural guide; conservation tillage) 


No-tillage 


8217 
MISSOURI. UNIVERSITY OF MISSOURI, 


Columbia. Extension Division. Sclerotini 
Crown and stem rot of alfalfa byl 


Einar W. John Jennings. 
(Columbia, n.d. 2] p. ill. (Agricultural 
guide; plant disease) 


Alfalfa--diseases and pests 


8218 
MISSOURI. UNIVERSITY OF MISSOURI, 
Columbia. Extension Division. Seed testing 
‘services [by] Zane Helse], Darel Sharpe 
] p. (Agricultural guide; seed tes**:. 


Seed adulteration and inspection 


8219 
MISSOURI. UNIVERSITY OF MISSOURI, 
Columbia. Extension Division. What to do 
you're faced w [by] 
Eunice land] Mt dy Martin. [Rev. 
Columbia, n.d p. tney economics 


de 
Issued in cooperation with the College 
of Home Economics, University of Missouri. 


Unemployment 


8220 
MISSOURI. UNIVERSITY OF MISSOURI 
Columbia. University Relations. 1987 
University resident's report; 
meetin today's cha jlenges through 


education, research ag public service. 
(Columbia, n.d.] 21 p. 


State universities and colleges--Missouri 


8221 
MONTANA. BOARD OF INVESTMENTS. Fiscal year 
report. 1986/87. [Helena] 48 P. ill. 
annual. 
Report year ends —- 30. 
-642196 
Investment of public 


] 
. 
MONTANA 
| 
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8222 
MONTANA. DEPT. OF NATURAL RESOURCES AND 
CONSERVATION. Application guidelines and 
forms for the water development and 
renewable resource grant 
programs. Helena [n.d.] i 


Water resources development--Montana 
Renewable energy sources--Montana 


8223 : 
MONTANA. DEPT. OF NATURAL RESOURCES AND 
CONSERVATION. Application guidelines and 
forms for the water development and 
renewable resource development public loan 
programs. Helena [n.d.] i, 35 p. 


Water resources development--Montana 
Renewable energy sources--Montana 


8224 
MONTANA. DEPT. OF NATURAL RESOURCES AND 
CONSERVATION. Application guidelines and 
forms for the water development program 
private loan program. Helena [n.d.] 47 p. 


Water resources development--Montana 


8225 
MONTANA. DEPT. OF NATURAL RESOURCES AND 
CONSERVATION. Guidelines and fo s for 
grant applications for the 

amation and development grants 
program. Helena [n.d.] 40 p. 


Reclamation of land--Montana 


MONTANA. DEPT. OF WA ATURAL RESOURCES AND 

CONSERVATION. Mill residue availability in 

by Charles E. Keegan III 

or Dept. of Natural 

Resources and Conservation. Helena [1987?] 
p 

cover: Renewable energy report 


‘Available from: Montana State Library, 
1515 East Sixth Avenue, Justice and State 
Library Building, Helena, Montana 59620. 


Wood waste--Montana 


8227 
MONTANA. DEPT. OF NATURAL RESOURCES AND 
CONSERVATION. Montana mill residue 
assessment and simulation system user's 
by Charles E. Keegan III 

t Fong for Dept. of Natural 
Geaieae and Conservation. Helena, 1987. 


Renewable energy report 


Avddiaiile from: Montana State Library, 
1515 East Sixth Avenue, Justice and State 
Library Building, Helena, Montana 59620. 


Wood waste--Montana 
Information storage and retrieval systems- 
-user education 


8228 
MONTANA. HIGHWAY TRAFFIC SAFETY DIVISION. 
Montana DUI manual; Prores, charges of 
drivin under uence of 
alcohol/drugs in Montana, by John 
Albrecht. Rev. [Helena] 1987. i, 75 p. 


88-620934 
manuals, e 


8229 
MONTANA. SECRETARY OF — Report of the 
official canvass by county of votes cast 
at the general election held in the State 
of Sh eae Nov. 4, 1984. Helena. sheet. 


Elections--statistics--Montana 


8230 
MONTANA. STATE LIBRARY, He Nonfiction 
collection guidelines or smaller 
core col ection pment 
by] M Bushing. Helena, 


development (Libraries) 


NEBRASKA. ABSTRACTERS BOARD OF EXAMINERS. 
Directory of abstracters [of the] State of 
Nebraska; issued as the official roster of 
June 1, 1987. 


[Lincoln] ii, 32 p. 
7-640069 


NEBRASKA. AIR QUALITY DIVISION. Nebraska 
air quality. 1986. [Prepared in 
conperekies with the Support Services 
Division, Dept. of Environmental Control. 
Lincoln] 38 p. ill. annual. 


Air quality--Nebraska 


8233 
NEBRASKA. BOARD OF PUBLIC ROADS 
CLASSIFICATIONS AND STANDARDS. Minimum 
design standards. [Lincoln] 1987. 
p.. 21. 


Roads--design--Nebraska 


8234 
NEBRASKA. BUREAU OF VITAL STATISTICS. 
Vital statistics report. 1986. Prepared by 
Division of Health Data and Statistical 
Research. [Lincoln] 113 p. ill. 
75-640799 
Vital statistics--Nebraska 
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8235 

NEBRASKA. COMMISSION ON LAW ENFORCEMENT 

CRIMINAL JUSTICE. Nebraska 
ail; model and | manu 


ncoln, n.d.] various pagt 
Issued in cooperation the: 
Jail Standards Board. 
88-620935 


Jails--handbooks, manuals, etc.--Nebraska 
Correctional personnel--training of-- 
ks, manuals, etc.--Nebraska 


8236 
NEBRASKA. COORDINATING COMMISSION FOR 
POSTSECONDARY EDUCATION. Directory of 
institutions in Nebraska. 
7987, {Lincoln} iii, 32 p. ill. annual. 


Universities and colleges--directories-- 


Nebraska 


Vocational education--directories-- 
Nebraska 


8237 
NEBRASKA. DEPT. OF ADMINISTRATIVE 
SERVICES. Central Data Processin 
precision] Cost" allocation plane 
ncoIn] 1987. 28 p. + ill. 
Expenditures, Public--Nebraska 


ONAUTICS. Nebrask 


NEBRASKA. DEPT. OF AER 
aeronautical chart. 1987/88. [Lincoln] 


oat. map on sheet 61 x 103 cm. fol 


to 30 x 15 cm. 
73-694596 
Aeronautical charts--Nebraska 


NEBRASKA. DEPT. oF oRERONAUTICS. Nebraska 
State airport system plan, 1987-2007. 
{Lincoln} 1987. 43 p. ill. 


NEBRASKA. DEPT. OF EC ECON 
Nebraska es[s inco nj 


1985. pieces. 
Each piece covers a city or town. 
77-622950 
Industrial promotion--Nebraska 
Economic history--Nebraska 
Cities and towns--Nebraska 


NEBRASKA. OF HEALTH. Roster, 
boarding homes; licensed. July 30, 1987. 
Lincoln. 5 p. 


Rest homes--Nebraska $ 


8242 
NEBRASKA. DEPT. OF INSURANCE. panty of 
insurance business in Nebraska. 1986. 
{Lincoln] 438 p. annual 
10-8606 
Insurance--Nebraska 


8243 
NEBRASKA. DEPT. OF PERSONNEL. 


lassification and Jan. July 1, 1987. 


State officials and employees--salaries, 
etc.--Nebraska pl 


8244 
NEBRASKA. DEPT. OF PERSONNEL. a 4g 
classified service class codes, 
State of Nebraska. [Lincoln, 


State officials and employees--salaries, 
etc.--Nebraska 


NEBRASKA. DEPT. OF PERSONNEL. ite of 
Nebraska salary survey. 1987. [Lincoln 
84 p. annual. 

80-646546 


State officials and employees--salaries, 
etc.--Nebraska 


8246 
NEBRASKA. DEPT. OF ae INSTITUTIONS. 
Office of Plannin Division on 
Re on Services for the Visual) 
Iapaired: a descriptive analysis 


Visually handicapped--Nebraska 
Administrative agencies--management-- 
Nebraska 


247 
NEBRASKA. DEPT. oF” ROADS. From concept to 
construction: the h ighway and 
design process. [Lincoln] 198 1. 


Roads--design--Nebraska 


8248 
NEBRASKA. DEPT. OF VETERANS' AFFAIRS. 40 
ears of service to the veterans of 
ebraska, 1947-1987; a history of the 
Department of Veterans' Affairs and the 
Nebraska Veterans' Aid Fund. [Lincoln, 
1987] ii, 22 p. ill. 


Veterans--Nebraska 


NEBRASKA. DIVISION OF HEALTH DATA AND 
STATISTICAL RESEARCH. Nebraska health 
1986. Prepared [in] cooperation with the 


121 
78-645666 
Physicians' assistants—-Nebraska 


8250 
NEBRASKA. DIVISION OF HEALTH DATA AND 


STATISTICAL RESEARCH. and their 


health; report, prepared an Retti 
‘others. "ad ed. Linceta)” 987. 29 


88-620898 
Public health--Nebraska 


8245 
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8251 
NEBRASKA. ENERGY OFFICE. Institutional 
conservation progras, grant cycle IX. 
Lincoln [1987. 7] p. 
Issued in cooperation with the U. S. 
Dept. of Energy. 


Ener: conservation--Nebraska 
Grants-in-aid--Nebraska 


8252 
NEBRASKA. FILM OFFICE. Nebraska film 
directory. [Lincoln, n.d.] 204 p. 


Motion picture industry--directories-- 
handbooks, manuals, etc.--Nebraska 


8253 
NEBRASKA. FINANCIAL INSTITUTIONS TAX TASK 
FORCE. Report...a proposal for a _ new 
financial institutions tax, prepared b 


Dawn {and others. Lincoln 
1985. 


88-620899 
Financial institutions--taxation--Nebraska 


8254 
NEBRASKA. GAME AND PARKS COMMISSION. 1987 
Nebraska deer and antelope seasons 
application information. [Lincoln, n.d.] 
folder. ill. 


Big game hunting--Nebraska 

8255 
NEBRASKA. GAME AND PARKS COMMISSION. 1987- 
88 outdoor education workshops, basic 
information on a variety of outdoor 
activities. (Lincoln, n.d.] folder. 
Outdoor recreation--Nebraska 


8256 
NEBRASKA. GAME AND PARKS COMMISSION. Field 
for big game. [Lincoln, n.d.}] folder. 


Game and game-birds, Dressing of 


8257 
NEBRASKA. GAME AND PARKS COMMISSION. 
Fremont Lakes State Recreation Area. 
{Lincoln, n.d.] folder. ill. 
Recreation areas--Nebraska 

8258 
NEBRASKA. GAME AND PARKS COMMISSION. Time 
out for carp. [Lincoln, n.d.] folder. ill. 


Carp fishing 


259 
NEBRASKA. GAME AND PARKS COMMISSION. Tips 
on bowhunting. [Lincoln, n.d.] folder. 


Hunting with bow and arrow 


8260 

NEBRASKA. GEOLOGICAL SURVEY. Nebraska 
mineral operations review. 1986. [By] 
R. R. Burchett and D. A. Eversoll. 
{Lincoln} 19 p. ill. annual. 

82-640230 

Mines and mineral resources--Nebraska 


8261 
NEBRASKA. HIGHWAY SECTION. 
Documentation of Nebraska's pavement 


Management system, report prepared 
Robert Wedner Jt: {Lincoln} 1987. 


over title: Pavement management 
system. 


On _t. 
report PM 87-2 
Pavements-—-Nebraska 
Data base management--Nebraska 


Program management 


NEBRASKA. HIGHWAY SAFETY DIVISION. State 
of Nebraska traffic accident facts; annual 
report. 1986. [Lincoln] 31 p. ill. 


Traffic accidents--statistics--Nebraska 


8263 
NEBRASKA. KEARNEY STATE CO KSC 
student handbook, 1987-1989. [Kearney, 
n.d.] 39 p. ill. 


College students--handbooks, manuals, 
etc.--Nebraska--Kearney 


8264 
NEBRASKA. [LEGISLATURE] Interim study 


resolutions. 
1st session; 1987. [Lincoln] 


Resolutions, Legislative--Nebraska 


egislature, 
p. 


8265 
NEBRASKA. LEGISLATURE. A look at your 
unicameral. 1987-88. Prepared by 
Patrick J. O'Donnell. Lincoln. 21 p. ill. 


Legislative bodies--Nebraska 


8266 
NEBRASKA. LEGISLATURE. Rules of the 
Nebraska unicameral Legislature. 
90th Legislature, 1st session; 1987. 
(Lincoln, Patrick J. O'Donnell, clerk of 
the Legislature] 75 p. annual. 
84-645080 

Parliamentary practice--Nebraska 


8267 
NEBRASKA. LIBRARY COMMISSION. Interlib: 
loan directory for Nebraska. 1987. 
Prepared by Barbara Chandler. Lincoln. 
2, 2, 2, 2, 2, 77 p. annual. 


Inter-library loans--directories--Nebraska 
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8268 
NEBRASKA. LIBRARY COMMISSION. Nebraska 
peeks by mail; 1987 summer supplement. 
incoln] 1987. 39 p. ill. 


Direct delivery of books 


8269 
NATURAL RESOURCES COMMISSION. 
Nebraska Natural Resources Commission. 
[Lincoln, 1987] folder. ill. 


Conservation of natural resources-- 
Nebraska 


8270 
NEBRASKA. NEBRASKA JOB TRAINING COUNCIL. 
Job training in Nebraska, annual report to 
Governor Kay A. Orr. 1985/86. [Prepared by 
the staff of Job pa Program, Dept. 
of Labor. Lincoln] 38 p. ill. 

Cover title: Job training program in 
Nebraska, helping build a _ better 
workforce; annual report to the Governor. 

Report year ends June 30. 


Occupational training--Nebraska 


8271 
NEBRASKA. POTATO CERTIFICATION ASSOCIATION 
OF NEBRASKA. Annual report; Nebraska State 
certification of seed potatoes. 1986. 
Alliance. unpaged. 


Seed potatoes--certification--Nebraska 


8272 
NEBRASKA. STATE CIVIL DEFENSE AGENCY. 
Alliance/Box County, Nebraska 
emergency operations plan, prepare Vy 
Alliance/tox Butte County Civil Defense 
Agency, with the assistance of Nebraska 
State Civil Defense Agency, Lincoln, 
— [Lincoln] 1987. various pagings. 


Cover title: Local emergency operations 


pia Box Butte County, city of Alliance, 
February 1987. 


Civil defense--Nebraska--Box Butte County 
Evacuation of civilians—-Nebraska-—-Box 
Butte County 


8273 
NEBRASKA. STATE CIVIL DEFENSE AGENCY. 
Lincoln/Lancaster County, Nebraska local 
emergency operations pian, ee by 
Lincoln/Lancaster County Civil Defense 
Agency, with the assistance of Nebraska 
State Civil Defense Agency, Lincoln, 
{Lincoln] 1987. various pagings. 


‘Cover title: Local emergency operations 
plan Lancaster County, city of Lincoln, 
September 1987. 


Civil defense--Nebraska--Lancaster County 
Evacuation of civilians--Nebraska-- 
Lancaster County 


NEBRASKA. STATE CIVIL DEFENSE AGENCY. 
Nuckolls County, Nebraska local emergency 
operations pean. prepared by_Nuckolls 
County Civil Defense Agency and Region 13 
Common Civil Defense Agency, with the 
assistance of Nebraska State Civil Defense 
Agency, Lincoln, Nebraska. [Lincoln] 1987. 
various pagings. ill 


Cover titl ocal emergenc 


— plan; Nuckolls County, 1 Augus 


Civil defense--Nebraska--Nuckolls County 
Evacuation of civilians--Nebraska-- 
Nuckolls County 


8275 

NEBRASKA. STATE CIVIL DEFENSE AGENCY. 
Sherman pes | Nebraska local emergency 
operations te. prepared by Sherman 
County Civil Defense Agency, with the 
assistance of Region 26 Common Civil 
Defense and Nebraska State Civil Defense 
Agency, Lincoln, Nebraska. [Lincoln] 1987. 
various pagings. ill. 

Cover title: Local 
— plan; Sherman County, July 


Civil defense--Nebraska--Sherman County 
Evacuation of civilians-—-Nebraska--Sherman 
County 


8276 
NEBRASKA. STATE HISTORICAL SOCIETY. 
Nebraska State Historical Society annual 
report. 1986/87. [Lincoln] unpaged. ill. 


History--societies, 


2 
NEBRASKA. STATE PATROL. Annual report. 
1986/87. [Lincoln. 4] p. 
74-643488 


Police, State--Nebraska 


8278 
NEBRASKA. SUPREME COURT. Court 


Administrator's Office. Citizen's guide tg 
Nebraska's courts. [Lincoln, 1986 
vi, 38 p. ill. 

Courts--Nebraska 


8279 
NEBRASKA. UNIVERSITY OF NEBRASKA, Lincoln. 
Bureau of Educational Research and Field 
Services. The Sutherland School District 
survey report; a cooperative surve 
rovided by the State Department o 
ducation and the University of Nebraska- 
Lincoln. Lincoln, 1987. iv, 68 1. ill. 


On t.p.: School survey advisory 
services. 


Educational surveys--Nebraska--Sutherland 
8280 

NEBRASKA. UNIVERSITY OF NEBRASKA, Lincoln. 

Conservation and Survey Division. 

Publications. [Lincoln] 1987. p. ill. 


State publications—-Nebraska 


744 
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8281 
NEBRASKA. UNIVERSITY OF NEBRASKA, 
Cooperative Extension Service. Contro 


ra amage aryl D. Fisher [an 
Robert M. Timn. {Lincoln, 1987. 4] p. ill. 
(NebGuide G87-855) 
Rabbits 

8282 
NEBRASKA. UNIVERSITY 0 


F NEBRASKA, Lincoln. 

Cooperative Extension Service. Multiple 

peri ay insurance [by Doug Jose. 
coln, n.d.] 17 p. iil. (CC 339) 


Insurance, Agricultural 


8283 

NEBRASKA. UNIVERSITY OF NEBRASKA, 
Cooperative Extension Service. Nebraska 
farm and ranch business record for income 
tax and analysis [by Douglas D. Duey. 
Lincoln, 1985] 68 p. (FM 85-1) 

Issued in cooperation with the 
University of Nebraska-Lincoln, Dept. of 
Agricultural Economics. 


Farm management--records and 
correspondence--Nebraska 


NEBRASKA. UNIVERSITY OF NEBRASKA, Lincoln. 
Cooperative Extension Service. Nebraska 
househo accoun 00 y. Kathy 
Prochaska-Cue. Lincoln, n.d.] 36 p. 
(FM 84-3) 


Home 
NEBRASKA. UNIVERSITY OF NEBRASKA, =incoln. 
Cooperative Extension Service. e@ woo 
ncentive ed H. Doane. 
{Lincoln, 1987. 2] p. (NebGuide G87-857) 
Wool trade and industry--United States 
Agricultural price supports--United States 


8286 
NEBRASKA. UNIVERSITY OF NEBRASKA, Lincoln. 
Dept. of Agricultural Economics] Nebraska 
arm real estate marke evelopment. 
1986/87. By Bruce B. Johnson & Ronald J. 
Hanson. [Lincoln, Agricultural Research 
Division, University of Nebraska-Lincoln, 


Institute of Agriculture & Natural 
et ii, 44 p. ill. annual. (Report 
no. 


82-642246 


NEBRASKA. UNIVERSITY OF NEBRASKA, Linco 

Dept. of Agricultural Economics. -farm 
ncome and employment characteristics of 
Nebraska's farm families, | Kenneth W. 
Forsythe, Jr. and Bruce B. Johnson. 
Agricultural Research Division, 
niversity of Nebraska-Lincoln, Institute 


of Agriculture and Natural Resources, 
1987. 23 1. ill. (Report no. 152) 
88-620900 


Farm income--Nebraska 
Rural families--Nebraska 


8288 

NEBRASKA. UNIVERSITY OF NEBRASKA AT OMAHA. 
Center for Applied Urban Research. 
Accommodating dividuals with spectat Ss Ww Spec 
needs in the workplace [module III 
Contributing authors: Janet Buskey [ 
others] Lois Rood, instructional designer. 
(Omaha}] 1987. xiii, 145 p. ill. 


On cover: Job match, together for good 
business. 


Handicapped--employment 


NEBRASKA. UNIVERSITY OF NEBRASKA AT OMAHA. 
Center for Applied Urban Research. 
efreptive partnerships & wit e = 
approach [module II] Contributing authors: 
Katie Banzhaf [and others] is Rood, 
esigner. [Omaha] 1987. 


p. 
On cover: Job match, together for good 
business. 


Handica —-—-employment 


8290 
iy OF NEBRASKA AT OMAHA. 

mter for ed Urban Research. Inside 
and outside @€ corporation: human 
relations factors [module IV] Contributing 
authors: Theodore Bergeron [and] Karen 
Faison. Lois Rood, instructional designer. 
[Omaha] 1987. ix, 13 P. ill. 

B cover: Job match, together for good 

Ss. 


Handica —--employment 


8291 
NEBRASKA. UNIVERSITY OF NEBRASKA AT OMAHA. 
Center for Applied Urban Research. 
ntroductory guide: how use S ss 
by Lois Rood. [Omaha] 1987. viii, 19 p. 

On cover: Job match, together for good 
business. 


Handicapped--employment 


8292 
NEBRASKA. UNIVERSITY OF NEBRASKA AT OMAHA. 
Center for Applied Urban Research. 
Nebraska contrers nce on employment of 
ersons with disabilities held 
ovember 13-14, 1986 at Grand Island, 
Nebraska. Sponsored in cooperation with 
the Nebraska State Developmental 


Disabilities Planni Council and Dept. of 
Health. Omaha, 1987] ii, 29 p. 


Handicapped-—employment 
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OF NEBRASKA AT OMAHA. 
lied Urban Research. Workers 
needs: an overview [module I] 


NEBRASKA. 
Center for 


W. specia 
Contributing authors: James A. Thorson 
and] Karen Faison. Lois_ Rood, 
designer. [Omaha] 1987. 
x, p. 
On cover: Job match, together for good 
business. 


Handicapped--employment 
Aged--employment 


8294 
NEBRASKA. UNIVERSITY OF NEBRASKA AT OMAHA. 
Office of Institutional Research. Academi 
un au ndicators, —88. fomaha] 
1987. 47 1. 


State universities and colleges-- 
evaluation--Nebraska--Omaha 


NEVADA 


All Nevada publications are distributed 
by the agencies iss them. They are not 
available from the State Printing Office. 


8295 
NEVADA. COLORADO RIVER COMMISSION OF 
NEVADA. Component unit financial report of 
the Colorado River Commission of Nevada. 
1986/87. Prepared by the Financial 
Management Section. Las Vegas. 129 p. ill. 
annual. 
Report year ends June 30. 


sn88-15569 
Auditing--Nevada 


Watershed management--Nevada--Colorado 
River 


8296 
NEVADA. CONSTITUTION. Constitution of the 
State of Nevada, 1987-1988. Carson City, 
Legislative Counsel Bureau tho 113 p. 


Constitutions, State--Nevada 


8297 
NEVADA. DEPT. OF ADMINISTRATION. State 
administrative manual. 15th; 1987. [Carson 
City] 307 p. ill. 


64-63563 
Administrative agencies--handbooks, 
manuals, etc.--Nevada 


8298 
NEVADA. DEPT. OF TRANSPORTATION. Financial 
statements and statistical tables; Highwa' 
Fund, fiscal year ended June 30, 1987. 
(Carson City, 1987] 27 1. 

88-620896 

Roads--finance--Nevada 
Auditing--Nevada 


ADA. EMPLOYMENT SECURITY DEPT. Nevada: 

good place to live and d a. 
fcateon ity. c1988] 31 p. ill. (A labor 
market publication) 

Issued by Nevada Magazine. 


Industrial promotion--Nevada 


8300 
NEVADA. [GOVERNOR] State of Nevada state 
of State address of Governor Richard H. 


Bryan, Carson City, Neva January 20, 
1988. (Carson City, 1988] 


State governments--addresses, essays, 
lectures-—-Nevada 


8301 
NEVADA. LEGISLATIVE AUDITOR. State of 
Nevada, Department of Commerce, Financial 
Institutions Division audit report. 
-_ June 30, 1986. Carson City [1 87] 


Legislative auditing--Nevada 


8302 
NEVADA. LEGISLATIVE AUDITOR. State o 
Nevada, Department of Conservation an 
Natural Resources, Division of Historic 
Preservation and Archeology audit report, 


ear ended June 30, 1986. Carson City 
26 1. 


Legislative auditing--Nevada 


8303 
NEVADA. LEGISLATIVE COUNSEL BUREAU. 
Research Division. Nevada State 
government. [Carson y, 1987. 2] p. ill. 


State governments--Nevada 


8304 
NEVADA. LEGISLATIVE COUNSEL BUREAU. 
Research Division. The Nevada State 
Legislature, 1987-88. [6th ed. Carson 
City, 1987?] unpaged. ill. 
Legislative bodies--Nevada 


8305 
NEVADA. OFFICE OF COMMUNITY SERVICES. 
Energy questions to ask when buying a 
home. [Carson City, n.d.] folder. 


Dwellings--energy conservation 


8306 
NEVADA. OFFICE OF COMMUNITY SERVICES. Give 
our oil a second chance, conserve energy. 
Rev. Carson City, n.d. 3] p. ill. 


Petroleum waste 


| 
4 
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8307 
Le OFFICE OF COMMUNITY SERVICES. NOCS 
rams and publications provide 
ay stance to Nevada citizens; business, 
communities. local and State governments. 
Carson City, 1988. folder. 


State 
Community development--Nevada 


8308 
NEVADA. OFFICE OF COMMUNITY SERVICES. 
Saving dollars makes cents! Low cost/no 
Fed energy saving tip$. Carson City [n.d. 


Dwellings--energy conservation 


8309 


i a 
24; "1987. City] “413 
Education--Nevada 


8310 
NEVADA. STATE GAMING CONTROL BOARD. 
Securities and Economic Re 28 
on] Neva ng a 


arding Nev: icensees 
$iemillign or ing revenue 


1986/87. Carson City. iii, 60," rq 30 p. 
Report year ends June 


78-641572 
Gambling--Nevada 


8311 
NEVADA. STATE INDUSTRIAL INSURANCE SYSTEM. 
1986/87. [Carson City. 


0] p. 
Ip 84-646734 
Workers' compensation--Nevada 


8312 
NEVADA. STATE JOB TRAINING OFFICE. Annual 
report. 1986/87. [Carson City] Tip. 
Report year ends June 3 


Occupational training--Nevada 


NEVADA. STATE LIBRARY SAND am, 

City. The Nevada experi yin 
reading/discussion programs in publi 
libraries. [Sponsored in cooperation with 


the Nevada Humanities Committee Inc. 
Carson City, n.d.] folder. 


Books and reading 


NEVADA. STATE LIBRARY “AND ARCHIVES, 
ibrar Developaent Division. eva 
an stics. 1988. 


77-644335 
Libr statistics—-Nevada 
Libraries--directories-—-Nevada 


NEVADA. TAX COMMISSI! 

of railroad com pub 
companies. ae 8/89. Carson City} 26 p. 
(Bulletin 160 


Railroads--taxation--Nevada 
Public utilities--taxation--Nevada 


8316 
NEVADA. TRUCKEE MEADOWS COMMUNITY CO 


LLEGE, 
no. Division of Arts and Sciences. AIDS 
on ac quire m 
tf y onkey eno 
AIDS (Disease) 


8317 
UNIVERSITY OF NEVADA, Las 
of Information Services. 
[Las 


State universities and colleges--Nevada-- 
Las Vegas 


8318 


NEW HAMPSHIRE. 
STATION, Durham. Inspection of commercial 
feedingstutts, commercial fertilizers 
and] commences liming materials. 1986- 
LZ Stuart C. Blanchard, 
J. Chr Lie r Pirie, and Linda L. 
Durham. unpaged. (State [service] report 
no. 48 
by the ‘Dept. of Plant Science, 
Analytical Services Laboratory for the 
Dept. of Agriculture 
Feeds--analysis--New Hampshire 
Hampshire 
Seeds--New 
Manures--analysis--New Hampshire 


NEW HAMPSHIRE. SOEPT. OF EDUCATION. 
Division of Administration. Education 

rec “2 ampshire school 
. 1987/88. 23 p. 


School boards--directories--New Hampshire 


8320 
NEW HAMPSHIRE. DEPT. OF bt 
SECURITY. Economic Anal 


Section. ployment an Ss “a abor 
market area/metropolitan ota stical area 
in New Hampshire; annual summary. 1986. 
Prepared by Wesley S. Noyes, Jr., Bruce R. 
108 land] Debra Jodoin. Concord. 

(A labor market information 
repo 


82-641984 
Hampshire 
Wages--statistics--New Hampshire 


747 a 

ATION. 

us report. 

ill. annual. 

n.d.] unpaged. 

NEW HAMPSHIRE 
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NEW HAMPSHIRE. INSURANCE DEPT. Annual 
report, 136th; 1986/87. [Concord] 
" "Re rt year ends June 30. 

82-643268 
Insurance--state supervision--statistics-- 
New Hamps 
Insurance companies--New Hampshire 


8322 
NEW HAMPSHIRE. OFFICE OF THE LEGISLATIVE 
BUDGET ASSISTANT. Review of the State of 
New Hampshire public Garess deferred 
plan. [Concord] 1987. 


iv, 
88-620901 
State officials and employees--salaries, 
etc.--New Hampshire 
Legislative auditing--New Hampshire 


8323 
NEW HAMPSHIRE. OFFICE OF THE LEGISLATIVE 
BUDGET ASSISTANT. State of New Hampshire, 
Department of Revenue Administration 
report on examination for the year ended 
June 30, 1987. (Concord, 1987] 
88-620902 
Legislative auditing--New Hampshire 


. State of New Hampshire 
Parti-Mutuel Commission statement o 
unclaimed Pai reg tickets, report on 
examination for the year ended 
December 31, 1987. [Concord, 1988] 5 1. 


Legislative auditing--New Hampshire 


HAMPSHIRE. TRANSPORTATION PLANNING AND 
SYSTEMS MANAGEMENT [DIVISION] Accident 
Statistics Group. New Hampshire fatal 
traffic accident summary. 1986. [Concord] 
33 p. ill. annual. 
Traffic accidents--New Hampshire 


8326 
NEW JERSEY. BUREAU OF HAZARDOUS SUBSTANCES 
INFORMATION. New Jersey Worker and 
community right to know act: P. L. 1983, 
C.315, N.J.S.A. 34:5A-1 et seq; right to 
know hazardous substance [ist. nton, 
1987. 134 p. 

Issued in cooperation with the Dept. of 
Health, Division of Occupational and 
Environmental Health, Right to Know 
Program. 


Hazardous substances--New Jersey 
Industrial hygiene--New Jersey 


NEW JERSEY. CENTER FOR HEALTH STATISTICS. 

New Jersey health statistics. 1984. 

[Trenton] various pagings. ill. annual. 
a65-7393 

Public health--statistics--New Jersey 

Vital statistics--New Jersey 


8328 
NEW JERSEY. COMMISSION ON CAPITAL 
BUDGETING AND PLANNING. Annual capital 
improvement plan. Aug. 1987. [Trenton] 


v, 229 p. ill 
77-641739 


Capital budget--New Jersey 
Regional planning--New Jersey 


NEW JERSEY. COMMISSION ON MISSING PERSONS. 
State action plan. 2d; 1987/88. [Prepared 
in cooperation with the Missing Persons 
Unit, Division of State Police. Trenton] 
29 p. ill. annual. 

Commission established within the 
Dept. of Law and Public Safety by an act 
of the Legislature on January 12, 1984. 


Missing persons--New Jersey 
Criminal investigation--New Jersey 


8330 

NEW JERSEY. DEPT. OF AGRICULTURE. Know 
where you stand on treapase/Sqncalion: new 
laws affecting New Jersey's farmland. 
(Trenton, 1986] folder. ill. 

Issued in cooperation with Rutgers-the 
State Cooperative Extension 
Service of Cook College. 


Trespass--New Jersey 
Farms--New Jersey 


1 
NEW JERSEY. DEPT. OF CORRECTIONS. Annual 
report. 1986/87. Trenton. 70 p. 
Report year ends June 30. 
81-649220 
Corrections--New Jersey 


8332 
NEW JERSEY. DEPT. OF CORRECTIONS. 


Telephone and information de. Trenton, 
1987 41 p. 


Corrections--New Jersey 

Administrative agencies--directories--New 

Telephone--directories--New Jersey 


NEW JERSEY. DEPT. OF LABOR. Annual ae nat 
=e appendix. 1986. [Trenton 


sc85-1462 
Insurance, Disability--New Jersey 
Insurance, Unemployment--New Jersey 
Employment--New Jersey 
Vocational education--New Jersey 


748 
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8334 
NEW JERSEY. DEPT. OF LABOR. 
the Deaf. Annual report. 


enton 
80-644011 
Deaf--New Jersey 


NEW JERSEY. DEPT. OF PERSONNEL. State of 
New Jersey compensation schedules: a 
listing of compensation schedules by 
yma relations groups. [Trenton] 1987. 
1 p. . 


State officials and employees--salaries, 
etc.--New Jersey 


8336 

NEW JERSEY. DEPT. OF PERSONNEL. 
of Classification and Compensation. 
Summary of results, fringe benefits survey 
comparing State an ocal governments. 
July 1, 1985. ffrenton 8 1. annual. 

83-641899 
State officials and employees--salaries, 
etc.--New Jersey 
Local officials and employees--salaries, 
etc.--New Jersey 


8337 

NEW JERSEY. DEPT. OF TRANSPORTATION. 
Communications Office. New Jersey local 
names. [Rev. nton, n. d.j] 68 p. 

88-62091 
Names, Geographical--New Jersey 
Cities and towns--New Jersey 
Villages--New Jerse 


NEW JERSEY. DEPT. OF TRANSPORTATION. 
vision of Data 
0: esources. ate o ew Jersey 
Department of Transportation speed 
report; including maps and 
printout listings showing locations and 
speed information at twenty-five 
locations; annual report. 1986/87. 
Conducted in cooperation with the Federal 
Highway Administration. [Trenton] 
27, A 25, B 1 p. ill. 
Cover title: New Jersey speed 
monitoring report; annual report. 
84-643805 
Traffic surveys--New Jersey 


NEW JERSEY. DEPT. OF TRANSPORTATION. 
Division of Research Demonstration. 
Asphalt emulsions for highway 
construction, Burlington and Somerset 
Counties, New Jersey; initial report [by 
Robert F. Baker. Prepared in cooperation 
with the] Federal Highway Administration 
Demonstration Projects [Division. Trenton 
1987. ix, 52 B. ill. 

4 head of title: Demonstration project 
no. 55. 

Available from: Federal Highway 
Administration, Demonstration Projects 
Division, 400 7th Street, S. W., 
Washington, D. C. 20590. 

FHWA/NJ-86-011; FHWA-DP-55-11. 


ee. Asphalt--New Jersey--Burlington 
ounty 
Pavements, Asphalt--New Jersey--Somerset 
County 


8340 
NEW JERSEY. DEPT. OF TRANSPORTATION. 
Office of Frei Services. New Jersey 
er update. /88. Trenton. 
ii, 195 p. ill. annual 
81-645227 


Transportation planning--New Jersey 
Railroads--New Jersey 


8341 
NEW JERSEY. DIVISION OF BUDGET AND 
ACCOUNTING. Comprehensive annual financial 
report. 1986/87. [Trenton] 269 p. ill. 
Report year ends June 30. 
87-641993 
Finance, Public--New Jersey 


8342 
NEW JERSEY. DIVISION OF CROCNAL JUSTICE. 
Annual report. 1986. [Trenton] 27 p. ill. 


Criminal justice, Administration of--New 
Jersey 


NEW JERSEY. DIVISION OF GENERAL/ACADEMIC 
EDUCATION. High school graduation 
requirements law: data ae to the 
1986-87 gradua class, prepared by Paul 
Cohen. Trenton, 1987. 17 p. 

PTM 700.45. 


High schools-—-graduation requirements--New 
Jersey 


8344 

NEW JERSEY. DIVISION OF HAZARDOUS WASTE 
MANAGEMENT. The comprehensive ardous 
plan. [Trenton] 1987. 
x, 

Cover title: Comprehensive management 
plan, 1988-1992. 

$22.00, including postage and 
handling, payable to Treasurer, State of 
New Jersey; two document set includes: 
Site status reports on hazardous waste 
remediation; available from: Maps and 
Publications Sales Office, Bureau of 
Collections, Licensing and Management, 
CN402, Trenton, NJ 08625. 

88-620913 

Hazardous wastes---management--planning-- 
New Jersey 


8345 
NEW JERSEY. DIVISION OF HAZARDOUS WASTE 
MANAGEMENT. A status report on the 
hazardous waste management program in New 
Jersey. [Trenton] 1987. unpaged. ill. 

Cover title: Site status reports on 
hazardous waste remediation. 

2.00, including postage and 
handling, payable to Treasurer, State of 
New Jersey; two document set includes: The 
comprehensive hazardous waste management 
plan; available from: Maps and 
Publications Sales Office, Bureau of 
Collections, “cnr and Management, 
CN402, Trenton, NJ 08625. 

88-620914 
Hazardous wastes--management--New Jersey 
Hazardous waste sites--New Jersey 
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8346 
NEW JERSEY. DIVISION OF PARKS AND 
FORESTRY. Forest firewardens emergenc 
directory, 1987. [Trenton] Dept. o 
Savironnentel Protection, Division of 
Forestry, Forest Fire Service 
n p. 


Forest tive fighters--directories--New 
Jersey 


8347 

NEW JERSEY. DIVISION OF PENSIONS. New 
Jersey public emplo _ benefit manual. 
1986. [Trenton] iii, 40 annual. 

$10.00; available 
Services, Division of Pensions, 20 West 
Front Street, CN 295, Trenton, NJ 08625. 

76-635532 

Employee fringe benefits--New Jersey 
Civil service pensions--New Jersey 


8348 
NEW JERSEY. DIVISION OF STATE POLICE. 
Trek (Rev. West Trenton, 1987] 


Boats and boating--safety measures--New 
Jersey 


8349 
NEW JERSEY. DIVISION OF TAXATION. 
of Tax Analysis. Average a sales 
0 n ew Jersey by taxin 
district - class. 1987. 
(Trenton] IV, 


649002 
Real property Jersey 


8350 
NEW JERSEY. DIVISION OF TAXATION. Office 
of Tax Analysis. Average real estate 
bill in New Sree by taxing district - by 
property class. 1 87. (Trenton] V, 31 p. 


74-623017 
Real property tax--statistics--New Jersey 


8351 
NEW JERSEY. DIVISION OF WATER RESOURCES. 
New Jersey pollutant discharge elimination 
system; annual fee report and assessment 
of fees. 1987/88. [Trenton] 116 p. 


Water quality Jersey 


NEW JERSEY. DRINKING WATER QUALITY 
INSTITUTE, Trenton. Maximum contaminant 
level recommendations for hazardous 
contaminants in drinking water. Submitted 
to New Jersey Dept. of Environmental 
Trenton] 1987. various 


pagings. 

88-620915 
Drinking water--standards--New Jersey 
Water--pollution--New Jersey 


8353 
NEW JERSEY. ECONOMIC POLICY COUNCIL. : 
Economic outlook = New Jersey. 1988. 
{Trenton} 11 p. ill. ual. 
82-643764 


Economic history--New Jersey 
Economic forecasting--New Jersey 


8354 
NEW JERSEY. EDWARD R. JOHNSTONE TRAINING 
AND RESEARCH CENTER, Bordentown. Research 


8355 
NEW JERSEY. GOVERNOR. Annual message to 
New Jersey State Legislature. 12, 
988. By Thomas H. Kean. [Trenton] 125 p. 


85-646259 
State governments--addresses, essays, 
lectures--New Jersey 


8356 

NEW a. JOB TRAINING COORDINATING 
COUNCIL. Annual report to the Governor. 
Trenton] 43 p. 

Report year ends = 

86647521 

Manpower policy--statistics--New Jerse 
training--statistics--New 
ersey 


8357 
NEW JERSEY. JUVENILE DELINQUENCY 
DISPOSITION COMMISSION. The impact of the 
New Jersey Code of juvenile « K-08 first 
[Trenton, 1986 
has also a dis ative title: 
statistical — 


Vol. 
88-620916 
Juvenile --New Jersey 


Juvenile justice, Administration of. 


NEW JERSEY. LEGISLATURE. [General] 
Assembly. Ene and Natural ‘Resources 
Committee. Public hearing before AssembI 
Energy and Natural Resources Committee an 
Subcommittee on Government Operations of 
the Assembly Appropriations Committee 
eh years of New Jersey 
history - preservation or destruction 
heid] April 27, 1987...Trenton, New 
recorded and transcribed 
by 0 fice of egislative Services, Public 
ormation — Hearing Unit. Trenton 
1987] 113, 139X p. ill. 
88-620917 


Historic sites--conservation and 
restoration--New Jersey 


| 
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8359 
NEW JERSEY. LEGISLATURE. [General 
Asseably. Environmental 


earin jazardous scharge 
progran theld] April 1, 1986...Trenton 
ew Jersey; hearing recorded and 
transcribed by Office of Legislative 
Services, Public Information Office, 
Hearing Unit. Trenton [n. 4} 50 p. 
88-620918 
Hazardous waste sites--New Jersey 


ng... “st 

sites [held] May 11, 1987...Trenton, New 
by recorded and transcribed 

fice of gislative Services, Public 
Teeetien Office, Hearing Unit. Trenton 
[1987] 75, 119X p. ill. 
88-620919 


Hazardous waste sites--New Jersey 


8361 
abl ependent 


estimon oncerning the proposed 
Authorit Parkwa 
held] Becenber “1987. New 
lerse by Office” and transcribed 

fice “of iuniee Services, Public 
‘Tae Office, Hearing Unit. Trenton 
[1987] 142, 42x p. ill. 

88-620920 


Toll roads--New Jersey 
Express highways--New Jersey 


8362 
n] Ener and Envfronment. Pu 


earin enate 7, 2988, 
2989, 2990, 2991, 2992, 2993, 2994, 2995, 
3094, and SJR 60 hazardous waste 
minimization) [held] April 1, 
1987...Trenton, New Jersey; hearin 
recorded and transcribed by Office o 
Services, Public Information 

ffice, Hearing Unit.. Trenton [19877] 
pagings. 

88-620921 

Hazardous wastes--management--New Jersey 


8363 
n Inde endent Authorities. c 


tolls increase in Garden 


the 
Highway rit [held] December 28, 
Trenton, ew Jersey; oon 
recorded and transcribed by Office 
Services, Public 
Unit. Trenton [1987] 


88-620922 
Toll roads--New Jersey 


Express highways--New Jersey 


NEW JERSEY. LEGISLATURE. 
fon n] Independent Authorities, Pu Pu ee 
earing ncreéase arden State 
Parkway tolls pro sed “*- New Jerse 
State uthority [held] December 
1987...Trenton, New hearing 
recorded and transcribed fice o 
Lagieiative Services, 

ice, Hearing Unit. Trenton [1987 
139, 74X p. ill. 

88-620923 


Toll roads--New Jersey 
Express highways--New Jersey 


8365 
NEW JERSEY. LEGISLATURE. Senate. 


stitutions, Health, and iré 


arin 

DiIT 1309, providing for a 
referendum on the enactment of a natio 
health care program [held] 
1987...Hackensack, New Jersey; aring 
recorded and transcribed by 
Legislative Services, Public Information 
Office, Hearing Unit. Trenton [1987] 

p. 


2, 49, 17X 
Referendum--New Jerse 


Insurance, Health--United States 


8366 

NEW JERSEY. LEGISLATURE. Senate. 
stitutio Health and 
Ommittee. ear cons 
whether 24- Sear catinn gan ing should be 
rmitted in Atlantic City [held] May 20, 
986...Trenton, New Jersey; hearin 
recorded and transcribed by Office o 
ry, islative Services, Public Information 

pring Unit. Trenton [n. d.] 


88-620925 
Jersey--Atlantic City 
Casinos--New Jersey--Atlantic City 


8367 
JERSEY. LEGISLATURE. Senate. Judic 
Committee. Committee meeting...nomination 
interviews of Dr. Molly Coye to be 
commissioner of health, Drew E. Altman to 
be of human services; and 
Frank Dr. Roy. Gottesman, Thomas J. 
Leane, | Maxwell Weiss to success 
themselves on the Hazardous Wast 
Facilities Siting Commission [held 
May 19, 1986...Trenton, New Jersey; 
hearing’ recorded and transcribed by Office 
of Legislative Public 
ice, Hearing Unit. Trenton 


n. d. 

88-620926 

State officials and 
and appointment--New Jerse 


751 
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8368 

NEW JERSEY. LEGISLATURE. Senate. Labor, 
Industr and Professions Committee. 
ublic hearing...Senate perm 
local governments to establish drug test 
licies for police and firemen); nate 
ill 2826 (recognizes employers' rights to 
administer drug tests and authorizes 
commissioner of health to set test 
standards; Assembly bill 2850 (ACS) 
(establishes uniform standards and und 
rules for employee drug tests and makes an 
appropriation) held] April 9, 
1987...Elizabeth, New Jerséy; hearin 
recorded and transcribed by Office o 
Legislative Services, Public Information 
Office, Hearing Unit. Trenton [1987] 2 v. 

Vol. 2 has also a distinctive title: 


PPYol. 2 is ill. 
88-620927 
Drug testing--New Jersey 


8369 
TURE] 
on. Ke on 
rehton] 1987. 


88-620928 


Communications Office. ew rse 
ena nd session. [Trenton, 1987] 
36 p. ill. 


Legislative bodies--upper chambers--New 
Jersey 


8371 

Committee to. study Coadtel” Osean 
Committee to Study Coa e 

Pollution. u c earing...vesse 
sludge and dredge spoils 
lumping, wood-burning barges, e status 
of the ocean dumping sites, and a review 
of causes of the recent Ocean Count 
beach llution incident [held] June 16, 
1987...Trenton, New Jersey; hearin 
recorded and transcribed by Office o 
Services, Public Information 
Office, Hearing Unit. Trenton [1987] 
134, 15X p. ill. 

88-620929 


Marine pollution--New Jersey 
Water--pollution--New Jersey 


8372 
NEW JERSEY. LEGISLAT 
Government, Federal 
elTations, an 
Onn ee. ublic hearing...Senate 
Resolution 103 (establishes a Senate task 
force to study the Hackensack Meadowlands 
Commission) [held] July 28, 
1987...Lyndhurst, New Jersey; hearin 
recorded and transcribed by Office o 
Services, Public Information 
Hearing Unit. Trenton [1987] 


88-620930 
Special districts--New Jersey 
Economic development--New Jersey 


New Jersey State Library | 
ok * rograms. t; 
Jan. 1987/July 1988. mpiled and edited 
by Vianne Connor. Trenton. 37 p. annual. 


Libr finance--New Jersey 
Jersey 


NEW JERSEY. MARINE LAW ENFORCEMENT BUREAU. 
New Jersey State basic boatman's safety 
co ; student work book. (West Trenton, 
n. d.] 29 p. ill. 


Boats and boating--safety measures--study 
and teaching 


NEW JERSEY. NEW JERSEY HIGHWAY AUTHORITY. 
—_— report. 36th; 1987. [Woodbridge] 


77-644133 
ress highways--New Jersey 
Toll roads--New Jersey 


8376 
NEW JERSEY. NEW JERSEY RAILROAD AND 
TRANSPORTATION MUSEUM STUDY COMMISSION. 
Public hearing...proposed locations, 
of equipment in museum, funding (held 
September 22, 1987...Trenton, New Jersey; 
hearing recorded and transcribed by Office 
of Legislative Services ublic 
Information Office, Hearing Unit. Trenton 
[1987] 100, 38X p. ill 
88-620931 


Railroad museums--New Jersey 


NEW JERSEY. NEW JERSEY TASK 
CATASTROPHIC AND LONG-TERM HEALTH CARE. 
Towards a strategy for long-term financing 
and _ service delivery: meeting the 
challenge and the need; findings and 
recommendations. [Trenton] 1987. x, 39 1. 
esolution no. 
no. 331 656095 


Long-term care of the sick--finance--New 
Jersey 


8378 
NEW JERSEY. OFFICE OF LEGISLATIVE 
SERVICES. New Jersey Legislature, annual 
summary of enactments. 1986 session. 
Prepared [in cooperation with the] Office 
of Public Information and Central 
Management Unit. Trenton. ii, 108 p. ill. 


Legislation--New Jersey 
8379 
e ers 
uide; New Jersey budget. 1988/89. 
Trenton] 28 A, 204 p. + ill 


86-645700 
Budget--New Jersev 


752 
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8374 
8375 
a NEW JERSEY. 
State Park 
erty ate 
20, 2 1. 
Parks--New Jersey 
8370 
NEW JERSEY. LEGISLATURE. Senate. ri 
a 
8377 
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8380 
NEW JERSEY. OFFICE OF MANAGEMENT AND 
3 nton] various 
80-643971 


Budget--New Jersey 


W JERSEY. RUTGERS UNIVERSITY 
ieton ni a x’ 


Polling 
y o ew Jersey county 
ty college students. Prepared for 
Office of Community Colleges, New Jerse 
. of Education. Brunswick 
1987. viii, 90, 11 1. ill. i 
Community college students--New Jersey 


8382 
NEW JERSEY. STATE DATA CENTER. Per capita 
money income for New Jersey, 1979 and 
1985. Trenton, Dept. of Labor, Division of 
Demographic conomic Analysis, 4 
iil, 82 p. ill. 


88-620933 
Income--statistics--New Jersey 


8383 

NEW JERSEY. SUPPLEMENTAL ANNUITY 
COLLECTIVE TRUST. Annual report. 24th; 
1986/87. [Trenton] folder. ill. 

Report year ends June 30. 

74-647874 

Annuities--New Jersey 
Civil service pensions--New Jersey 


NEW MEXICO 
8384 
NEW MEXICO. [ATTORNEY GENERAL'S OFFICE 
Open meetings act. [Santa Fe, n.d. 
folder. ill. 
Public meetings--New Mexico 


8385 
SE DEPT. OF EDUCATION. 
omain specifications. Saute Fe, 1987. 
67 p. ill. 
based educational tests--New 
Mexico 


Mexico dropout s 
epared by Henry Borgrink. 
. annual. 
82-642114 
Dropouts--New Mexico 


8387 
NEW MEXICO. DEPT. OF EDUCATION. 
Evaluati Testing, and Data Managemer 


\Unit] New Mexico educational personne. 
directory. 1987/88. Anna L. Ulrich, 
editor. Santa Fe. xiv, 76 p. ill. 

78-643259 
Education--directories--New Mexico 


8388 
NEW MEXICO. DEPT. OF GAME AND FISH. 
Proclamation; New Mexico big game, turke 
seasons. 1988/89. [Santa Fe 
p. 


Report year ends Mar. 31. 
Game-laws--New Mexico 


8389 
NEW MEXICO. DEPT. OF LABOR. JTPA: Job 
guide. rque} 1967.91.10 


Audi --New Mexico 
Occ onal training--New Mexico 


8390 
MEXICO. DEPT. OF LABOR. Fe 
employer wage survey. or con’ rs: 
Dickson Trujillo in 
fio "ita with Pat Albuquerque 
Available from: Dept. of Labor, Bureau 
of Economic Research and Analysis, P.O. 
Box 1928, Albuquerque, New Mexico 87103 or 
Santa Fe Area Office, P.0. Box 1908, Santa 
Fe, New Mexico 87501. 


Wages--New Mexico--Santa Fe County 
8391 


NEW MEXICO. DEPT. OF LABOR. 
Division, Unlawful discrimination 
Xico. ta Fe, 1987. folder. 

Civil rights--New Mexico 


8392 
MEXICO. INDIAN EDUCATION UNIT. New 


NEW 
Mexico's policy on Indian education: a 


report on the development of New Mexico's 
policy on Indian education, report 
prepared by Wendy L. Grayson. [Santa Fe] 
1986. 38 p. 


88-620903 
Indians of North America--education--New 
Mexico 


8393 
NEW MEXICO, [308 TRAINING DIVISION] 
Follow-up technical assistance guide for 
poaeceren data collection under the Job 
raining partnership act. [Washington, 
D.C.] U. S. Dept. of Labor, Employment and 
Training Administration, 1986. various 


On cover: Version 3.0. 


Occupational 
Geta’ bese managemen 
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8386 
NEW MEXICO. DEPT. OF EDUCATION. ‘ 
Evaluation, Testing, and Data Management 
986/87. pag 
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8394 
NEW MEXICO. LAWS, STATUTES, ETC. State of 
New Mexico Educational retirement act and 
Retirement reciprocity act. Santa Fe, 
Educational Retirement Board, 1984. 28 p. 


Teachers--pensions--law and legislation-- 
New Mexico 


8395 
NEW MEXICO. NEW MEXICO RESEARCH AND 
DEVELOPMENT INSTITUTE. Hydrothermal 
testing of San Juan Basin coal; final 
technical report [by] T. Michael Lechner 
and] Charles W. Robinson. Santa Fe, 1987. 
x, 155 p. 

Available from: New Mexico Research and 
Development Institute, Communications 
Office, Suite M, 457 Washington SE, 
Albuquerque, NM 87108. 

DI 2-74-4630. 


Coal washing 


8396 
NEW . NEW MEXICO STATE UNIVERSITY, 
Las Cruces. Cooperative Extens‘ n Service. 
Calibration of ground chemical application 
equipment [by Elston Grubaugh, Carol 
Sutherland, and Richard Lee. Las Cruces, 
1988] 5 p. ill. 
On cover: 400 M-1. 
A reprint. 
cents. 


Spraying equipment--calibration 


8397 
NEW MEXICO. NEW MEXICO STATE UNIVERSITY, 
Las Cruces. Cooperative Extension 
elegate duties y Sue G. n. 
Cruces, 1987] 4 p. 
On cover: 400-I-52. 
cents. 


Representation in administrative 
proceedings 


8398 

NEW MEXICO. SPECIAL EDUCATION UNIT. New 
Mexico preschool grant <a for 
three-four-and five-year o 
children for FY 1987-1988; part B- 
Education of the saaelsoares act, 
Section 619 as amended by Public Law 94- 
142, Public Law 98-199, Public Law 99-372 
and | Public Law 99-457. Santa Fe [1987] 
v, p. 

Cover title: New Mexico preschool grant 
for three-four-and five year 
old handicapped children for FY 1987-1988 
under the Education of the 
handicapped act... 


Handicapped children--education 
(preschool)--New Mexico 


NEW MEXICO. SPECIAL EDUCATION UNIT. New 
Mexico State plan, FY 1987-1988 amendment 
supplement; part B - Education of the 
handicapped act as amended by Public 
Law 94-142, Public Law 98-199, Public 
Law 99-372 [and] Public Law 99-457. Santa 
Fe [1987] v, 29 p. 

Cover title: New Mexico State plan 
FY 1987-1988 amendments supplement under 
Education of the handicapped act... 


Handicapped children--education--New 
Mexico 


8400 
NEW MEXICO. STATE BOARD OF EDUCATION. New 
Mexico facts about education, 1982-1987. 
[Santa Fe, n.d.] folder. 


Education--New Mexico 


8401 

NEW MEXICO. STATE BOARD OF PSYCHOLOGIST 
EXAMINERS. New Mexico State Board of 
Psychologist Examiners rules and 

uquerque (n.d. p. 

88-620904 

Administrative agencies--rules and 
practice--New Mexico 


8402 

NEW MEXICO. STATE HIGHWAY AND 
TRANSPORTATION DEPT. New 
Mexico F-054-1(5), NM 4, White Rock "Y" 
intersection, Santa Fe County, New Mexico, 
administrative action, finding of no 
significant impact, submitted {3 
42 U.S.C. 4332(2) (c) and 23 U.S.C. 128(a 
Santa Fe, 1988. 3.1.. 

Issued in- cooperation with the Federal 
Highway Administration, Region 6. 


Road construction--environmental aspects-—- 
New Mexico--Santa Fe County 


8403 
? MEXICO. STATE HIGHWAY AND 


NE 
TRANSPORTATION DEPT. New Mexico 
project RS-1422(3), NM 65, 1.0 mile north 
of Mills Avenue - north Las Vegas, New 
Mexico, administrative action, finding of 
no significant impact, submitted pursuant 
23 U.S.C. 128(a). Santa e, 1988. 

Issued in cooperation with the Federal 
Highway Administration, en 6. 

Cover title: Finding of no significant 
impact, project... 


Road construction--environmental aspects-- 
New Mexico--Las Vegas 


8404 
NEW MEXICO. STATE LIBRARY, Santa Fe. New 
Mexico library directory. 1988. [Santa Fe] 


54 p. 
83-646607 
Libraries--directories--New Mexico 
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8405 
rer MEXICO. UNIVERSITY OF NEW MEXICO, 

Albuquerque. Preschool and _ Infant 
Eva uation Team. exico Cares, 

cedures for the coordination 
Pf of children birth to five 
of age suspected of havin 
evelopaent’ “tisabil ties. [Albuquerque 
1987. v, 12 p. ill. 

Issued in cooperation with the Health 
and Environment Dept., Preschool and 
Infant Evaluation Program, Maternal-Child 
Health Bureau oF the State Dept. of 
— Child Find, Special Education 


Developmentally disabled children-- 
hand S, manuals, etc.--New Mexico 


NEW YORK. AGRICULTURAL EXPERIMENT STATION, 
Ithaca. Dept. of Agricultural Econonics. 
gricultura strict TIegisIation in 

York as _ amended 1987, 


compiled by Kenneth Gardner. Ithaca, 
1987. 28 p. Yar. ext[ension] 87-24) 
88-620860 


Special districts--New York 
Agriculture and state--New York 


8407 
NEW YORK. BANKING DEPT. Statement of 


sn85- 
Credit unions--New York 


8408 
NEW YORK. BANKING DEPT. Stetqnent of 
condition of the licensed lend 


com ani es, and gut wal thn 


nies of 
tA sn85-64430 


Investment trusts--New York 


8409 
NEW YORK. BANKING DEPT. Statement of 
condition of the life insurance 
departments of savings banks and of 
savings banks life insurance fund of the 
State of New York. 1986. [Albany] 3 p. 

sn85-64427 

Banks and banking--New York 
Insurance--New York 


8410 
NEW YORK. BANKING DEPT. Statement of 
condition of the savings and loan 
associations of the State of New York. 
1986. [Albany] sheet. 
sn86-35926 


Building and loan associations--New York 


8411 
NEW YORK. BUREAU OF BILINGUAL EDUCATION. 
Bilingual of mathematical 


terms, English-Lao King 
Pathammavong] Albany, 19 iv, 4 


Mathematics--dictionaries--Lao 
Lao language--dictionaries 
English language--dictionaries--Lao 


8412 
NEW YORK. BUREAU OF BUSINESS RESEARCH. 
Business statistics; New hat State, 
annual summary. 1979-86. [alte ny] 20 p. 
sc79-45. 


Business--statistics--New York 


8413 
NEW YORK. BUREAU OF CRIMINAL JUSTICE 
STATISTICAL SERVICES. Crime and_ justice 
annual 12th; 1986. [Albany] 


xii, 270 p. 
sn86-32827 
Criminal statistics--New York 


8414 
NEW YORK. BUREAU OF CRIMINAL JUSTICE 
STATISTICAL SERVICES. Directory of New 
criminal justice agencies, 
red Kelly — ni. 4th 
1987. 
620850 


Criminal justice, Administration of-- 
directories--New York 


8415 
NEW YORK. CONSTITUTION. New York State 
Constitution, amended to hime! 1, 1985. 
{Albany, Dept. of State, pa) i 218 p. 
Date corrected in 
"88-620851 


Constitutions, State--New York 


8416 
NEW YORK. COUNCIL ON THE ARTS. Ann 
Messner, Meteor. [Albany, 1987. 2] p. ill. 


Art--exhibitions 


17 
NEW YORK. DEPT. oF COMMERCE. New York 
State business fact book; supplement. 
1985-86. Albany. 2 v. ill. 
77-640471 
Economic history--statistics--New York 
Business--statistics--New York 


8418 
NEW YORK. DEPT. OF ENVIRONMENTAL 
CONSERVATION. Ground-water availability 
from the unconsolidated deposits of the 
St. Lawrence River Basin, New York, by 
Edward F. Bugliosi. Prepared in 
cooperation with U.S. Geological Survey. 
Albany] 1986. map on sheet 80 x 117 cm. 
U.S. Geological Survey. 

vestigations report 8 -4133 
Issued in envelope. 


Water, Underground--maps--New York 
Water-supply--maps--New York 


condition of the credit unions of the S 
6 p. 

6442 
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NEW YORK. DEPT. oF LABOR. Report to the 
Governor and the Legislature on emplo —_ 
rograms for public assistance rertbang 

ct. 30, 1985. Albany] 
vii, annual. 

Rn: in cooperation with the State 
Dept. of Social Services. 


Welfare recipients--employment--New York 


8420 
NEW YORK. DEPT. OF LABOR." 
Research and Statistics. Earning and hours 
n automobile service stations, garages, 
and car washes, New City, May 86. 
Brooklyn, n.d. 6 Wage 
bulletin 348) 


Wages--automobile mechanics--New York--New 
York City 


8421 
NEW YORK. DEPT. OF LAW. val 
Protection Bureau. Report of joint public 
hearings on toxic chemical accidents in 
New York State. Sponsored in cooperation 
with State Dept. of Health jane others. 


88 
Hazardous York 


2 
NEW YORK. DEPT. OF SOCIAL Bee prs 
ivision of Income ood stamp 
source boo or regula albany, 
1986] various pagings. 


Food stam rogram--New York 
Pp progr 3423, 


NEW YORK. DEPT. OF STATE. Communit 
services block grant program, directory o 
community action a ifeany and other grantee 
sega 1986. bany, 1986?] ii, 113 p. 


Block grants--New York 
Public welfare--directories--New York 


8424 
NEW YORK. DEPT. OF STATE. Division of 
Information Services. a 
agencies. ny 7. S98 p. ill. 
agencies--directories--New 
or 


State governments--directories--New York 


8425 
NEW YORK. DEPT. OF TRANSPORTATION. 
Engineering Research and Development 
evelopment Of an economic mode 
to compare median barrier costs [by 
James E. Bryden, Nicholas J. Bruno [and 
Jan S. Fortuniewicz. 1987. 
v, 34 p. ill. (Research report 138) 
Issued in cooperation with Federal 
Highway Administration. 
Available from National Technical 
Service, Springfield, VA 
FHWA/NY/RR-87/138. 


Median strips 


8426 

NEW YORK. DEPT. OF TRANSPORTATION. 
ngineering Research and Developme 
ureau. Performance 0 oad-trans er 
devices; sixth by] Jom on researc! 
25-2 ] John M. [Prepared] 

cooperat by] with eral Highway 
Administration. Abang. 1987. v, 29 p. 
ill. (Research report 

Available from Feghpical 
alia Service, Springfield, VA 

FHWA/NY/RR-87/140. 


Pavements, Concrete--joints 


8427 
NEW YORK. DEPT. OF TATION. 
ngineer 
ureau. paint per n 
acce Stated wear tests; second interim 
report on research roject 167-1 [by] 
James E. Br ~~ fand} Ronald A. Lorini. 
ooperation with Federal 
ighway Adainistration. Albany, 1987. 
v, 53 p. ill. (Research report 137 
Available from National Technical 
Service, Springfield, VA 


FHWA/NY/RR-87/137. 
Road--markings 


8428 
NEW YORK. DEPT. OF TRANSPORTATION. Office 


of Communications and Inte 
Relations. The Rebuildi “York 

ative: the road to renewal [by John 
Brown and others. 2d ed. Albany, 1986] 
ii, 44 p. ill. 


Economic York 
Economic shi York 


NEW YORK. pIvisiON OF ALCOHOLISM AND 

ALCOHOL ABUSE. 1988 update to the Five- 

year comprehensive plan for alcoholism 

ar in New York State. Albany [1987] 
I 155, II 57, R 8 p. 


ill. 
t & 

Focus on treatmen 

88-620853 


Alcoholism--treatment--planning--New York 


8430 
NEW YORK. DIVISION OF CRIMINAL JUSTICE 
SERVICES. Local assistance police 
rograms; annual report. 1986. [Albany] 
v, 109 p. ill. 


Police--New York 
justice, Administration of--New 
or! 


8431 
NEW YORK. DIVISION OF MANA 
Department of Taxation and Finance 


selected report. 
ay. 1988] 2, 7 


87-S- 


Auditing--New York 


> 
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8432 
NEW YORK. DIVISION OF MANAGEMENT AUDIT. 
Transportation Authority, 
Real Estate Department leas activities; 
one. el 1987] MS 7, 21, A 17 p. 


Auditing--New York 


8433 
NEW YORK. DIVISION OF MANAGEMENT AUDIT. 
New York State Division of Housing and 
Community Renewal, Office of Rent 
Administration o erating 
report. [Albany, 1987] Da 


'87-S-30. 
Auditing--New York 


NEW YORK. DIVISION OF MANAGEMENT AUDIT. 
State Insurance Department industr 
WS report. {Albany, 198 


S-1 
Auditing--New York 


8435 
NEW YORK. DIVISION OF MANAGEMENT A 
State University of New York, College a 
Oneonta financial management ces: 
ret gear. 1987] MS 2, 20,A 7 


Auditing--New York 


8436 
NEW YORK. DIVISION OF MANAGEMENT AUDIT. 
State University of New York, oversight of 


Auditing--New York 


8437 
OF PAROLE. Annual 
[By Office of Policy Analysis and 
on] 1984/85. p. ill. 


Parole--New York 

8438 
NEW YORK. GOVERNOR'S TASK FORCE ON 
ALCOHOLISM TREATMENT IN CRIMINAL JUSTICE. 
ers to the Governor. [Albany] 1986. 


a title: Alcoholism treatment in 
criminal justice, task force report to the 


Governor. 

88-620854 
Alcoholism and crime--New York 
Alcoholism--treatment--New York 
— justice, Administration of--New 
or’ 


8439 
NEW YORK. INSURANCE DEPT. Annual report of 
the superintendent of insurance; a report 
to the Legislature. 125th; 1983. [Albany] 


216 = 
t.p.: The 1984 ome pom... 
Insurance--New York 


8440 
NEW YORK. LAWS, STATUTES, ETC. Public 
officers law, standards and code of 
exnice. [Albany, Dept. of State, n.d.] 
0 p. 


Conflict of interests--law and 
legislation--New York 


645812 
Corporations, Government--state 
supervision--New York 
Consumer protection--New York 


the flew York State 
Conservation Committee on organized 
crime's involvement in the waste hauling 
industry, Paul Miller, report writer. 
[Albany] 1986. x, 187 p. ill. 

On cover: Based on the Committee's 
1984 hearings and subsequent staff 
investigation. 

620855 


crime--New wan 
Refuse and refuse disposal--New York 


8443 
NEW YORK. LEGISLATURE. Assembly. Standing 
Committee on —Health. Annual repo: a 


87-643738 
Public health--New York 


8444 
NEW YORK. LEGISLATURE. a 
Force on Women's Issues. u report. 
T985. [Albany] 25 


85-644093 
Women--social conditions--New York 


8445 
NEW YORK. LEGISLATURE. Senate. Committee 
on Mental _tveiene. Return to "Go"; a look 
ng for community residences 
for nentally disabled 3 by 
Nicholas A [Albany] 1 
88- 


Group homes for the developmentally 
disabled--New York 
Mental retardation facilities--New York 


757 

8441 

Committee on corpora ons, rities, im 

CG and Commissions. Annual report. 

8442 

NEW YORK. LEGISLATURE. Agsenbly._ Standing 

Committee on Environmen onservation. 
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8446 
NEW YORK. MARTIN LUTHER KING, JR. 
COMMISSION. Report to the Governor 
Legislature of the New York State Ma 
Luther Commission. faltanyl 


1986. 79 p. + 

88-620857 
King, Martin Luther--anniversaries, etc.-- 
New Yor 


8447 
NEW YORK. NEW YORK STATE CANCER REGISTRY. 
Cancer incidence by county, 1978-1982 
prepared by William S. Burnett {and 
others. Albany, 1987] 2 -. ill. 
88-620858 
Cancer--statistics--New York 


NEW YORK. OFFICE OF ELEMENTARY, SECONDARY, 
AND CONTINUING EDUCATION. 
school completion rates; a framewo or 
State and local action; a working paper of 
the Board of Regents. Prepared [in 
cooperation wit the Office of 
Comprehensive School Improvement Plannin: 
in New yor City. ist ed. Albany, 


vii, 109 p 


aodecy--New York 
High school dropouts-—prevention--New York 


STATE COMMISSION OF CORRECTION. 
user manu 


y, nd.J 


Jails--New York 
Information storage and retrieval systems- 
-user education 


8450 
NEW YORK. STATE COUNCIL ON HOME CARE 
SERVICES. Annual report to the Governor 
and Legislature. 1985/86. [Albany] 
vii, 13 1. 
Report year ends Mar. 


si85-63139 
Home care services--New Y 


NEW YORK. STATE OENERGY RESEARCH AND 
EVELOPMENT AUTHORITY. Energy conservation 
for New York City low-income ae 
final re berg.” Prepared Commoner 
Leonard Rod epared by ae, “for 
the Biology Natural Systems, Queens 
College ogy ot re 1986. various 
pagings. ill. (Report 87-9 


Public housing--energy conservation--New 
York--New York City 


8452 


NEW YORK. STATE LIBRARY, pany. Th 
Library, y [ 198771 
p 


State libraries--New York 


8453 
NEW YORK. STATE LIBRARY, Albany. Division z 
of Development. e rec or 


York State. 1987. 
Albany. 2 v. 


Vol. 1 "4s ill. 
sn84-10678 
Libraries--directories--New York 


NEW YORK. STATE LIBRARY, 
Librar i ment. program 


of tibra needs an ntended actions: 
supplement 1 to Library service 


le of New York State, October 1, ie; 
Enrough September 30, 1992. Albany,’ 1 


services--New York 


8455 
NEW YORK. STATE LIBRARY, Al Bin 
of eibrar Developmen an 
tis ties. 1986. 


Albany. vi, 200 p. ill. annual. 
76-646730 
Library statistics--New York 


8456 
NEW YORK. STATE LIBRARY, b 
ative Governmental. Services, 
Cart Al 987, o 89 
er ‘Albany for {To ion. 


Speed 


8457 
NEW YORK. STATE arg Albany. 
Legislative and Governmental Se: 
ution: a selecte by 
iriam Bogen] - Albany (1987, 
(Spotl ght) 
Not available for distribution. 


Constitutions--bibliography--United States 


8458 
NEW STATE MUSEUM, Albany. New 
traditions: thirteen spanic 


Phelan with an essay by Ricardo Pau-Llosa. 
Albany, c1986] 90 p. ill. 

86-63404 


Photography--exhibitiohs 


NEW YORK. STATE UNIVERSITY COLLEGE AT 
BUFFALO. Burchfield Art Center. 
Plowden. [Bu Cc unpaged. 


Photography--exhibitions 

8460 
NEW YORK. STATE UNIVERSITY COLLEGE AT 
BUFFALO. Burchfield. Center. Faculty 
favorites, Septe fovember 1, 
1987. (Buffalo, ©1987] 48 p. 


Art--exhibitions 


‘ar, 
a 
q 
i 
* 
4 
ae 
yee 
8459 
> 
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8461 
NEW YORK. STATE UNIVERSITY COLLEGE AT 


BUFFALO. Burchfield Art cen ya city 
a collaborative proje att, Ann 
essner, hite. Buffalo 1987] 


unpaged. 
Art--exhibitions 


8462 
NEW YORK. STATE UNIVERSITY COLLEGE AT 
BUFFALO. Burchfield Art Center. Jose “4 
Piccillo, Burchfield Art Center oye 
New York December 9, 1987-January 31, 
{by Bannon. Buffalo, 1.1988 


Art--exhibitions 


NEW YORK. STATE UNIVERSITY COLLEGE AT 
BUFFALO. Burchfield Art Center. Kenneth 
Patrick Payne sculpture, Burchfield Art 


November 8- 5, 1987. 
uffalo, c1987. 5] p. 


Sculpture--exhibitions 


ation. Op the world; 
prose ond poetry in 
Vol. 8. Edited by Alice Otis. Binghamton, 


1987. 25 p. 
88-109783 
Literature 


NEW YORK. STATE UNIVERSITY OF NEW YORK 
COLLEGE AT BROCKPORT. Dept. of Fo foreign 
Latin American Jewis 

h Morganroth Schneider. 


Judit 
[Brockport] 1987. 195 p. (Folio; essays on 
orei A languages and literatures 17 


88-62086 
Latin American authors 


8466 
NEW YORK. UNIVERSITY OF THE STATE OF NEW 
YORK. Priority activities for the regents 
and the State Education Department, July 
1987 through June 1988. Albany [1987] 6 p. 


Education and state--New York 


8467 
NEW YORK. UNIVERSITY OF THE STATE OF NEW 


YORK. Bureau of Elementary and Seco condary 
Testing grams. New Yor e pup 


evaluation program and preliminary 
competency tests; school administrator's 
manual, fall 1986 edition. Albany, c1986. 
vi, 29 p. ill. 


Educational tests and measurements-- 
han ks, manuals, etc.--New York 


8468 
NEW YORK. UNIVERSITY OF THE STATE OF NEW 
YORK. Database Services. 
information; selected databa' a N 
York State Library. Albany, 1986. 
iii, 14 p. 


On-line bibliographic searching 


NEW YORK. UNIVERSITY OF THE STATE OF NEW 
YORK. Information Center on Education. 
school professional personnel 

port, New ork State. 1986/87. Albany. 
ie 32 p. ill. annual. 
83-642484 


Teachers--statistics--New York 


School superintendents and principals-- 
statistics--New York 


70 
NEW YORK. UNIVERSITY OF THE STATE OF NEW 
YORK. Office for Fouts Analysis. 
nontr 
to the "anand of high 
ol and postsecondary credit for 
oxbariontial learning under the Job 
teens partnership act. Albany, 1987. 
vy, p. 


Non-formal education--New York 


8471 
NEW YORK. UNIVERSITY OF THE STATE OF NEW 
YORK. Office of the Counsel. Summ of 
new legislation ecting education. 1987. 
[Albany] v, 35 p. annual. 
84-644643 
Educational law and legislation--New York 


8472 
NEW YORK. UNIVERSITY OF THE STATE OF NEW 


YORK. of the Professions. Nursing 
Education Unit. Nurs lucation nds, 
T98I-I985. Albany, 198 ve 61 ill. 

62086 


Nursing schools--New York 
Nursing--study and teaching--New York 


NORTH CAROLINA. “AGRICULTURAL RESEARCH 
SERVICE. Environmental systems for 
finishing cattle a eastern North 

thers. Raleigh] 1987 22 
(Bulletin 475) 


Cattle--feeding and feeds 


NORTH CAROLINA. COURT OF APPEALS. Peperte. 
Vol. 81; June 3/July 1, 1986. Raleigh. 
xxiv, 751 p. 

73-629153 
Law reports, digests, etc.--North Carolina 


759 

8463 
; NEW YORK. STATE UNIVERSITY OF NEW YORK AT ee es 
BINGHAMTON. Translation Research 
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8475 
NORTH CAROLINA. DEPT. OF HUMAN RESOURCES. 
Office of Intergovernmental Relations. 
Resource guide to Toundation funding Tor guide Oundation fundin 
ha ndicap serving North Carolina's 
capped. 2d ed. (Raleigh, 1987] 


Charitable uses, trusts, and foundations-- 
directories 

Handicapped--services for--finance--North 
Carolina 


NORTH CAROLINA”. “DEPT. OF PUBLIC 

INSTRUCTION. 

Evaluation Serv visory st 

Instructional media about the 

supplement. Raleigh, 1987. 
p. 


Constitutions--study teaching-- 
bibliography--United State 


8477 
NORTH CAROLINA. DEPT. OF PUBLIC 
INSTRUCTIO [Division of] Me di 
Evaluation 3. Advisory s 

a for communication 
skills. “Raleigh, "1987, 18 p. 


Language arts--study and teaching-- 
biblfo 4 4 


8478 
NORTH CAROLINA. DEPT. OF PUBLIC 
INSTRUCTION. Division 
Services. Books abou stmas. Rale 
T1987. 6 p. 


Christmas--bibliography 


8479 
TH COreLtna. DEPT. OF PUBLIC 
TRUCT DI ivision of Statt 


Issued in cooperation with Dept. of 


Leadership and Higher Education, 
Appalachian State University. 


Training of--handbooks, manuals, 
etc. 


8480 
NORTH DIVISION OF AGING. Dental 
health is part of wellness: developing 
dental health pro centers. 
(Raleigh] 1987. iii, a, 

Issued in decane on Meith Dept. of 
Human Resources, Division of Health 
Services, Dental Health Section. 


Aged--dental care 


8481 

NORTH CAROLINA. DIVISION OF HIGHWAYS. 
Planning and Research Branch. North 

system 
traffic map; average 24 hour day-all 
vehicles. Pre d in cooperation with the 
Federal Highway Administration. Rev. 
[Raleigh 87 col. map on 
sheet 41 x 91 cm. fold. to 21 x 10 cm 


Title when folded: i986 State traffic 
map. 


Traffic flow--maps--North Carolina 


8482 
NORTH CAROLINA. DIVISION OF MARINE 
‘FISHERIES. State of North Carolina R/V 
Carolina coast; Pamlico-Albemarle Sounds 
survey, June 1987 cruise report, prepared 
by David W. Moye, C. Dianne Stephan dj 
Strasser. Morehead City, 1987. 


Fisheries--Pamlico Sound 
Fisheries--Albemarle Sound 


8483 
CAROLTRA. DIVISION OF SCHOOL- 
MUNITY ATIONS. North Carolina 
of 1987/88. [Raleigh] 


iv, 2 
$3. Bob a a copy (includes 20% for taxes 
and shipping) 


-29935 
Carolina 


8484 
CAROLINA. CAROLINA STATE 
NIVERSITY AT LEIGH. Agricultural 
Extension $ Alfalfa weev 
managemen or Carolina [by R.L. 
Robertson. 


by R.L. Brandenburg. Rev. 
Raleigh, n.d. 3] p. (AG-345) 


Alfalfa weevil--North Carolina 


8485 
NORTH CAROLINA. NORTH CAROLINA STATE 


UNIVERSITY AT RALEIGH. Agricultural 
Extension Service. A roachée-to stress 0 stress 


Management [by Leo Hawkins. Raleigh, 
n.d. p. (HE-341) 


Stress (Psychology) 


8486 
NORTH CAROLINA. NORTH CAROLINA STATE 


UNIVERSITY AT RALEIGH. Agricultural 
Extension Service. — White grubs 


In. turf [by Rick L. Brandenburg. Rev. 
Raleigh, n.d. 4] p. ill. (AG-366) 


Lawns 
Pest control 


as 
. 
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8487 
NORTH CAROLINA. NORTH CAROLINA STATE 
UNIVERSITY AT RALEIGH. Agricultural 
ansion. Service. Diagr 
Ronald K. Jones land] 
Robert tholl [Raleigh, n.d. 6] p. 
ill. (AG ~386) 


Strawberries--diseases and pests 


8488 
NORTH CAROLINA. NORTH CAROLINA STATE 
UNIVERSITY AT RALEIGH. Agricultural 
Extension Service. Families & older 
awkins Rev. Raleigh, n.d. 


8489 
NORTH CAROLINA. NORTH CAROLINA 
UNIVERSITY AT RALEIGH. 
Extension Service. 
Triendship. Pt. 2. Happiness 
Hawkins Raleigh, n.d. 4] p 
(HE-291-2) 
Interpersonal relations 


8490 
NORTH CAROLINA. NORTH CAROLINA STATE 
UNIVERSITY AT RALEIGH. 
neton So you wan 
obert D. Dahle. Raleigh, 
ad 4} ( ) 


Small business 


8491 
NORTH CAROLINA. NORTH CAROLINA STATE 
UNIVERSITY AT RALEIGH. Agricultural 
and Leo F. Hawkins. 
Finance, Personal 


8492 
NORTH CAROLINA. N CAROLINA STATE 
UNIVERSITY RALEIGH. 


Gea Raleigh, n.d. 6] p 


Bathrooms--remodeling 


8493 
NORTH CAROLINA. NORTH CAROLINA STATE 
UNIVERSITY AT RALEIGH. Dept. of Plant 
Pathology. Writin agricultura 
nformation bulletins - reaching 
developing-country farmers [by] C.C. 
Carter. Raleigh, 1987. 10 p. ill. 


Issued in cooperation with U.S. n 
for International’ Development. — 


Agricultural extension work 


NORTH CAROLINA. REAL ESTATE COMMISSION. 
It's move; manual [by 


Real estate business--study and teaching 


8495 
NORTH CAROLINA. REAL ESTATE COMMISSION. 
de ~— move; teacher's guide & key [by 

erle Wood, James E. Scarbrough, and 
Fisher] Rev. [Raleigh, n.d.] 


Real estate business--study and teaching 


8496 
NORTH Se. STATE ADVISORY COUNCIL ON 
VOCATI EDUCATION. ey do we go from 
here? {Raleigh 1987] 1 


Vocational Carolina 


8497 
NORTH CAROLINA. STATE BOARD OF EDUCATION. 
Office of Controller. North Carolina 
ublic schools uniform budget manual. 
Raleigh] 1987. 48 p. ill. 


Education--finance--handbooks, manuals, 
etc.--North Carolina 


8498 
NORTH CAROLINA. STATE CENTER FOR HEALTH 
STATISTICS. Detailed mortalit 
Carolina residents. 1986. Raleigh. 
vi, p. 


75-648800 
Mortality-—-statistics--North Carolina 


CAROLINA. ST. FOR HEALTH 


report; data. [Raleigh] 
x, 173, 147, 116 p PR 
On cover: Health facilities data book. 


patients--statistics--North 
Carolina 


8500 
CAROLINA. STATE CENTER FOR HEALTH 
STATISTICS. Hospital summ = rt; data. 
1986. [Raleigh] viii, 379, 166 p. 

annual. 
On cover: Health facilities data book. 


Hospitals--statistics--North Carolina 


8501 

NORTH CAROLINA. STATE CENTER FOR HEALTH 

STATISTICS. North Carolina chartbook on 

a and health, 1985, by Kathryn P. 
ue. [Raleigh, 1987] a ill. 


0836 
Public health--statistics--North Carolina 


761 

Aged 

STATE 
ltur 
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8502 
or CAROLINA. STATE CENTER FOR HEALTH 
TISTICS. home report; 
1986. (Raleigh) vi, 237 
On cover: Heal facilities ate book. 


Nursing homes--statistics--North Carolina 


8503 
NORTH CAROLINA. SUPREME COURT. North 
Carolina reports. Vols. 316-317; 
Feb. 18/June 3, 1986-June 3/Aug. 12, 1986. 
Raleigh. 2 v. 


34-3077 
Law reports, digests, Carolina 


8504 
NORTH CAROLINA. OF NORTH 
CAROLINA. Educational rtunities, the 
University of North 1987-1988. 
(Chapel Hill, n.d.] 12 p. ill. 


State universities and colleges--North 
Carolina 


8505 
NORTH CAROLINA. UNIVERSITY OF NORTH 
CAROLINA. Graduate and professional 
education, the University of North 
Carolina, 1987-1988. [Chapel Hill, n.d.J 
p. 


State universities and colleges--North 
Carolina 


8506 

NORTH CAROLINA. UNIVERSITY OF NORTH 
CAROLINA. Institute of Statistics, 
Asymptotically efficient estimato 
location and scale ameters in the two- 

sample semiparametric location-scale model 
{by Byeong U. Pork. Chapel Hill, 1987. 
13 p. (Institute of Statistics mimeo 
series 1737) 

Issued by the Dept. of Statistics, 
University of North Carolina at Chapel 


Sampling (Statistics) 


8507 
NORTH CAROLINA. UNIVERSITY OF NORTH 
CAROLINA. Institute of Sta An 
evaluation some Mate F 
statistics and their small sample 
distributions for the mixed model with 
linear covariance structure, by Kathleen 
McCarroll and Ron Helms. Chapel Hill, 
1987. 210 p. ill. (Institute of Statistics 
mimeo series 1838T ) 

Issued by the Dept. of Biostatistics, 
iia of North Carolina at Chapel 


Thesis. 
Biometry 


8508 

NORTH CAROLINA. UNIVERSITY OF NORTH 
CAROLINA. Institute of Statistics. How 
conservati size 
formulas? By Lawrence and 
Kerry B. Hafner. oats 87. 8 p. 
of mimeo 
series 1839) 

Issued by the Dept. of Biostatistics, 
— of North Carolina at Chapel 


Biometry 


8509 

NORTH CAROLINA. UNIVERSITY OF NORTH 
CAROLINA. A note 
on the —_—- avior Of conditional 
extremes, by Ashis K. Gangopadhyay. Chapel 
Hill, 1987. 15 2788) (Institute of Statistics 
mimeo series 1 

Issued b the Dept. of Statistics, 
Ganveresty of North Carolina at Chapel 


Sampling (Statistics) 


8510 

NORTH CAROLINA. UNIVERSITY OF NORTH 
CAROLINA. Institute of Statistics. A 
review of Sample size determination in - 
comparative studies, by M.K. Habib * 
Magruder-Habib, and L.L. Kupper. Chapel 
Hill, 1987. 24 2.) (Institute of Statis 
mimeo series 1 


Issued by Dept. of 
ated of North Carolina at Chape 


Biometry 


8511 
NORTH CAROLINA. UNIVERSITY OF NORTH 
CAROLINA. Institute of Statistics. Some 
properties 0 Variate empiric 
under random _ censorin ing 
neo 


series 1739) 


Issued by the Dept. of Statistics 
University of North Carolina at Chapel 


Sampling (Statistics) 


8512 
NORTH CAROLINA. UNIVERSITY OF =" 
CAROLINA. Sea Grant Colle 
comparison Of water qua a two 
recreational marinas during peak-us: 
peried John S. Fisher and others] 
Lg 1, 1987. iv, 46 p. ill. (Working 


Water Carolina 
Marinas--environmental aspects--North 
Carolina 


: 
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CAROLINA AT 

Research Center. Evaluation 0 
le) e Nor Carolina child passenger 
rotection law; final report to the 
eneral Assembly foy] William L. Hall. 
985. 27 p. ill. 
({HSRC]-A111) 


88-620885 
Automobiles--child restraint systems 
8514 
NORTH CAROLINA. UNIVERSITY OF N 
CAROLINA AT CHAPEL HILL. 
overnment. Interpreting No arolina’s 
c records law [by] David W. Lawrence. 
Chapel Hill, 1987. v, 4 Aa. 
—-620841 


Public records--North Carolina 


8513 
NORTH CAROLINA. UNIVERSITY OF NORTH 
CHAPEL HILL Saf 


e errec 


8515 
NORTH CAROLINA. UNIVERSITY OF NORTH 
CAROLINA AT CHAPEL HILL. 

Government. Local government pro 
Transactions in North Carolina 44 
David W. Lawrence. Chapel Hill, 1987. 


viii, 116 p. 

88-620842 
Local government--North Carolina 
Government purchasing of real property-- 
North Carolina 


8516 
NORTH CAROLINA. UNIVERSITY OF NORTH 
CAROLINA AT CHAPEL HILL. 
Government. State of Nor arolina 
extradition manual (by) | James G. Martin 
ao by Roger W. ght] Chapel Hill, 


68 p. ill. 
88-620843 
Extradition--handbooks, manuals, etc.-- 
North Carolina 


8517 
NORTH CAROLINA. UTILITIES COMMISSION. 
oe of...orders and decisions. 76th; 
1986. Raleigh. iv, 863 p. annual. 
87-642398 
Public utilities--North Carolina 


8518 
NORTH CAROLINA. WILDLIFE RESOURCES 
COMMISSION. 1987-88 North Carolina inland 


fishing, hunting, & trapping regulations 
digest, effective a 1987 to 
June 30, 1988. (Raleigh, n.d.] 52 p. ill. 


Hunting--North Carolina 
Trapping--North Carolina 


NORTH DAKOTA 


8519 
NORTH DAKOTA. AGING SERVICES. North Dakota 
State = on aging for the two year 
erio October 1987 through 
September 30, 1989. (Bismarck, 1987] 42 p. 


Aged--services for--North Dakota 


8520 

STATION, Fargo. ‘Soll survey et 
argo. surve of A 

County, 
and Ja F. 
vii, 174, 78 Pp. ill. 
Issued cooperation with U.S. Soil 
Conservation Service, State Cooperative 
Extension Service, and State Soil 
Conservation Committee. 


88-600800 
Soil-surveys--North Dakota--Adams County 


8521 
NORTH DAKOTA. DEPT. OF BANKING AND 
FINANCIAL INSTITUTIONS. Repact. to the 
State Banking Board, State Credit Union 
Board, and to the Governor. 1985/87. 
[Bismarck] 79 p. biennial. 

Report period ends June 30. 

76-645467 

Banks and banking--North Dakota 
Credit unions--North Dakota 


8522 
NORTH DAKOTA. DEPT. OF HUMAN SERVICES. 
Children and Feally Services. North Dakota 
Care center, early childhood 
services, Chapter 75-03-10, effective 
987. [Bismarck, n.d.] 
p. 


Child care--North Dakota 
Administrative agencies--rules and 
practice--North Dakota 


8523 
NORTH DAKOTA. DEPT. OF HUMAN SERVICES. 
Children and Familiy Services. North Dakota 
pan Child care homes, early childhood 
services, Chapter 75-03-08, effective 


January 1, 987. [Bismarck, n.d.] 
12, 10 p. 


Child care--North Dakota 
Administrative agencies--rules and 
practice--North Dakota 


8524 
NORTH DAKOTA. DEPT. OF HUMAN SERVICES. 
Children and Family Services. North Dakota 
group c care, ear childhood 
services, Chapter 75-03-09, effective 
1, 1987. [Bismarck, n.d.] 
p. 


Child care--North Dakota 
Administrative agencies--rules and 
practice--North Dakota 


8525 
NORTH DAKOTA. DEPT. OF HUMAN SERVICES. 
Children and Family Services. North Dakota 
in-home child care, early childhood 
services, Chapter 75-03-07, effective 
January 1, 1987. [Bismarck, n.d.] 3, 10 p. 


Child care--North Dakota 
Administrative agencies--rules and 
practice--North Dakota 
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8526 
NORTH DAKOTA. DEPT. OF HUMAN SERVICES. 
Children and Family Services. North Dakota 
preschool facilities, early 
childhood services, Chapter 75-03-11, 


at January 1, 1987. [Bismarck, 
n.d.] 19, 10 p. 


Child care--North Dakota 
Administrative agencies--rules and 
practice--North Dakota 


8527 
NORTH DAKOTA. DIVISION OF SPECIAL 
EDUCATION. Special education annual 
report. 1986/87. Bismarck. ill. 
Education, Dakota 


8528 
NORTH DAROTA. ECONOMIC DEVELOPMENT 
COMMISSION. Final report on the 
of target manufacturi 
industries for North Dakota to the No 
Dakota Economic Development Commission, by 
C.A. Richmond. Columbus, OH, Battelle, 
pagings 
88-620837 


Economic history--North Dakota 
Industrial promotion--North Dakota 


8529 
NORTH DAKOTA. ECONOMIC DEVELOPMENT 
COMMISSION. Special report, North Dakota; 
— works in No Dakota; a special 
filer to Trade & Commerce Magazine. 
Bismarck, n.d.] 34 p. ill. 


Economic history--North Dakota 
Industrial promotion--North Dakota 


8530 

NORTH DAKOTA. GAME AND FISH DEPT. Pittman- 
Robertson Division, project W-67-R-27; 
phase B, upland game investigations; study 
no. B-I: population data... 
submitted by Lowell A. Tripp. Oakes, 1987. 
unpaged. ill. (Report B- 389) 

Series no. duplicated. 


Pheasants--North Dakota 


8531 
NORTH DAKOTA. GAME AND FISH DEPT. Pittman- 
Division, project W-67-R-27; 
phase B, upland game investi preee: study 


ation data... 


no. B-X: wild turkey : 
App. Oakes, 1987. 


submitted by Lowell A 
unpaged. ill. (Report 


Wild turkeys--North Dakota 


8532 
B- -Xiv: netics of ruffed 

populations and bitat requiremen 

he Turtle watadee.. submitted b 
John W. Schulz. Rugby, "1987. unpaged. 
(Report B-406) 


Grouse--North Dakota 


8533 
NORTH DAKOTA. GAME AND FISH DEPT. Pittman- 
Division, project W-67-R-27; 
phase B, upland game oe study 
no. B-XV: revision of feathers 
rairie..., submitted Let per 
ohnson. 2: 
(Report B-40 


Game and game-birds--North Dakota 


NORTH DAKOTA. GAME AND FISH DEPT. Pittman- 
Division, project W-67-R-27; 
phase B, upland game study 
no. B-XVIII: effects of grazing systems on 
ground nee bird species in south 
central North Dakota - phase III, 
submitted by Kevin Sedivec. Fargo, 7 
unpaged. (Report B-408) 


Game and game-birds--North Dakota 


8535 

NORTH DAKOTA. GAME AND FISH DEPT. Pittman- 
Robertson Division, project W-67-R-27; 
phase C, big game investigations; study 
no. C-I: deer population studies.. 
submitted by James V. McKenzie, Jack 
Samuelson, and Roger Johnson. ee 
1987. 19, 8 p. + ill. (Report A-0 


Deer--North Dakota 


NORTH DAKOTA. GAME AND FISH DEPT. Pittman- 
Division, project W-67-R- 
phe D, migratory game ey 
study no. D-I: 
opulation study.. submitted by 
ichael A. Johnson. Bismarck, 1987. 
unpaged. ill. (Report 837) 


Waterfowl management--North Dakota 


NORTH DAKOTA. GAME AN AND FISH DEPT. Pittman- 
oe Division, project W-67-R-27; 


ore D, migratory game bird 
nvestigations; no. D-III: tall 


ass prairie Canada e study (Branta 


CcComplex)..., submitted by &. 
Johnson. Bismarck, 198 unpaged 


(Report 839) 
Canada goose--North Dakota 


8534 
am 
8536 
gor 
ore 


8538 
NORTH DAKOTA. GAME AND FISH DEPT. Pittman- 
Robertson Division, project W-67-R-27; 
hase D, migratory game bird 
nvestigations; study no. D-VI: re- 
establishment of gi 

North Dakota..., submitted by chael A. 
Johnson. Bismarck, 1987. [10] 1. 
(Report 841) 


Canada goose--North Dakota 


8539 
NORTH DAKOTA. GAME AND FISH DEPT. Pittman- 
pe Division, project W-67-R-27; 
phase D , mMigrator game bird 
nvestigations; study no. D-VIII: 
development of a management Boh for 
midcontinent snow eese in North 
Dakota..., submitte by Mich eel A 
Johnson. Bismarck, 987. 
(Report 843) 


Snow goose--North Dakota 


8540 
NORTH DAKOTA. GEOLOGICAL SURVEY. Core 
workshop volume; Fifth International 
Williston Basin Symposium, prepared 
J.R. Ehrets [and others] Edited by D. 
Fischer. [Grand Forks] Pat iv, 109 . 


ill. (Miscellaneous 
Basin 


8541 
NORTH DAKOTA. GEOLOGICAL SURVEY. Migration 
of contaminants from buried oil-and-gas 
drilling fluids within the _ glacial 
sediments of North-central —— Dakota 


investigation 86) 
Prin by Associated a 


gs49-204 
Cater. Underground--pollution--North 
wells--environmental aspects--North 


Gas wells--environmental aspects--North 
Dakota 


8542 
NORTH DAKOTA. GEOLOGICAL SURVEY. 
Dakote well schedule, 
Miller. Grand Forks, 1986. 
v. 


Oil wells--North Dakota 
Gas wells--North Dakota 


8543 

NORTH DAKOTA. GOVERNOR'S yg AND 

TRAINING FORUM. Annual report 

Governor. 1986/87. 28 p. 
Report year ends June 30. 


Public service employment--North Dakota 
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Annual report. 


1-642947 
Employment--North Dakota 
Insurance, Dakota 


NORTH DAKOTA. JOB SERVICE. Ann 
50th; 1986. [Bismarck] % 46 1. 


8545 
NORTH DAKOTA. OFFICE OF MANAGEMENT AND 
BUDGET. Le — appropriations for the 
987-89 Biennium “iby David Haring. 
ismarck, n.d.] 2 
88-620840 
Expenditures, Public--North Dakota 


8546 
NORTH DAKOTA. SOIL CONSERVATION COMMITTEE. 
Surface pinieg. report for minerals other 
than coal. 1 Bismarck. 10 P. + annual. 
84-642819 


Strip mining--directories--North Dakota 
Mines and mineral resources--directories-—- 
North Dakota 


NORTH DAKOTS. STATE HIGHWAY DEPT. 
sapere of public hearin held 
at...Grand Forks, ND.. er 19 

1987...project 6-986( )027; 
involves wideni' Road 
overpass. |Bismarck, | 29 1. ill. 


wa’ lanning--citizen participation-- 


8548 

NORTH DAKOTA. STATE HIGHWAY DEPT. 
Transcript of public hearing, held at 
Turtle Lake...December 1, 1987...project 
no. F-1-2 00( )i92, involves reconstruction 
of ND 200 from U.S. 83 to Mercer and ND 41 
from Turtle Lake to ND 200. (Bismarck, 
1987?] 45 1. ill. 


--citizen participation-- 
Lake 


8549 
NORTH DAKOTA. STATE HIGHWAY DEPT. P. 
Division. 1987 traffic volume a. not, 
Ward County, North Dakota. Prepared in 
cooperation with Federal Highway 
Administration. Bismarck [1987] map on 
sheet 46 x 76 cm. 


Road maps--North Dakota 


8550 
NORTH DAKOTA. STATE HIGHWAY DEPT. 
Division. Traffic volume map, vide 
ounty, North Dakota. Prepared in 
cooperation with Federal Highway 
Administration. Bismarck, 1986. map on 
sheet 46 x 76 cm. (Traffic volume map 12) 


Road maps--North Dakota 
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8551 
NORTH DAKOTA. STATE HIGHWAY DEPT. 
Division. Traffic volume map, Moun 
Ounty, North Dakota. Prepared in 
cooperation with Highway 
Administration. Bismarck, 1986. maps on 
sheets 46 x 76 cm. (Traffic volume map 31) 


Road maps--North Dakota 


8552 
NORTH DAKOTA. STATE HIGHWAY DEPT. 
Division. Traffic volume map, Renville 
County, North Dakota. Prepared in 
cooperation with Federal Highway 
Administration. Bismarck, 1986. maps on 
sheets 46 x 76 cm. (Traffic volume map 38) 


Road maps--North Dakota 


8553 
NORTH DAKOTA. STATE HISTORICAL SOCIETY. 
Annual report of the superintendent. 
1986/87. Bismarck. 23 p. ill. 
Report year ends June 30. 
Issued as Addendum to North Dakota 
history, vol. 54, no. 4. 


History--societies, etc.--North Dakota 


8554 
NORTH DAKOTA. STATE 


LIBRARY, 
Practice for using SMARTCOM []. smarck, 
1987] unpaged. 


Electronic mail systems--North Dakota 
Libraries--automation--North Dakota 


OHIO 


8555 
OHIO. BOARD OF REGENTS. Academic libraries 
in Ohio; progress through collaboration, 
storage, and technology; report of the 
Librar study Committee. [Columbus] 1987. 


viii, 6 
88-620844 
Libraries, University and college--Ohio 


8556 
ree CIVIL RIGHTS COMMISSION. Annual 


1985/86. [Columbus] 
61-63158 


ort. 27th; 
28 p. ill. 


Civil rights--Ohio 
Discrimination--Ohio 


8557 
OHIO. DEPT. OF HEALTH. Ohio certified home 
health agencies annual report. 1986. 


Home health services~-Ohio 
8558 
OHIO. DEPT. OF HUMAN 6 


report. 1985/86. 31 
Public welfare-—Ohio 


8559 
OHIO. DEPT. OF MENTAL HEALTH. Annual 
report. 1986/87. [Columbus] 53 p. ill. 


Mental health--Ohio 


8560 
OHIO. ert. OF NATURAL RESOURCES. Anguel 
an. 1, 1985/June 30, 198 
51 p. ill 
51--61812 


Natural resources--Ohio 


8561 
OHIO. DEPT. OF YOUTH SERVICES. Ohio 
court statistics. 1983-84. 
Columbus] 2 v. 
74-643231 


Juvenile courts--statistics--Ohio 


8562 
OHIO. DIVISION OF ELEMENTARY AND SECONDARY 
EDUCATION. United States Constitution 
essays. |Columbus, 1987?] 4 


essays, 
lectures--United States 


8563 

OHIO. DIVISION OF CBGLOGICAL 
Analysis of Ohio cours 979-1 _ by 
George Botoman and id A. 
Columbus, 1986. iii, 26 p. ill. 
(Information circular 52) 

Issued in envelope containing 4 
geologic plates. 

88-620845 


Coal--analysis-~Ohio 


8564 
OHIO. DIVISION OF GEOLOGICAL SURVEY. 
Glacial and surficial geology of Cuyahoga 


(Report of 
investigations 
in envelope containing 1 


88-620846 
Geology--maps--Ohio--Cuyahoga County 


plate 


8565 
OHIO. DIVISION OF GEOLOGICAL SURVEY. A 
historical sketch of the mineral 
industries in Fe, Bd Horace R. Collins. 
Cotumbus, 6 p.-. tii. 
(Information circular 54) 

gs44-54 

Mineral industries-—-history--Ohio 
Local history--Ohio 


8566 
OHIO. DIVISION OF GEOLOGICAL SURVEY. Place 
a Madge tak. Columbus, 1986. 
ili, 55 p. i circular 53) 


Names, 


: 
: 
re 
es 
| 
4 
CES. Annual 
ill. 
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8567 
OHIO. DIVISION OF GEOLOGICAL SURVEY. Sand 
and gravel resources of Butler County 
Ohio, by Richard A. Struble. [Columbus 
1986. col. map on sheet 104 x 105 cm. 
(Report of investigations 130) 


Sand--Ohio--Butler County 
Gravel---Ohio--Butler County 


8568 
OHIO. DIVISION OF GEOLOGICAL SURVEY. Sand 
and gravel resources of Champaign County 
Ohio, by Richard A. Struble. [Columbus 
1987. col. map on sheet 104 x 102 cm. 
(Report of investigations 136) 


Sand--Ohio--Champaign County 
Gravel- -Ohio--Champaign County 


8569 
OHIO. DIVISION OF GEOLOGICAL SURVEY. Sand 
and gravel resources of Clark County 
Ohio, by Richard A. Struble. [Columbus] 
1987. col. map on sheet. 102 x 106 cm. 
(Report of investigations 137) 


Sand--Ohio--Clark County 
Gravel--Ohio---Clark County 


8570 
OHIO. DIVISION OF GEOLOGICAL SURVEY. Sand 
and gravel resources of Columbiana County, 
Ohio, by. Michele L. Risser. [Columbus] 
1986. col. map on sheet. 106 x 104 cm. 
(Report of investigations 131) 


Sand--Ohio--Columbiana County 
Gravel--Ohio--Columbiana County 


8571 

OHIO. DIVISION OF GEOLOGICAL SURVEY. 
core investigations for high- 
calcium limestones in western Ohio and 
discussion of natural as and 
stratigraphic relationships in the Middle 
to Upper Ordovician rocks of southwestern 
Ohio, by David A. Stith. Columbus, 1986. 
investigations 132) 

Issued in envelope containing 1 
geologic plate. 

88-620847 


Gas, Natural--Ohio 
Geology, Stratigraphic--Ordovician--Ohio 


8572 
OHIO. DIVISION OF GEOLOGICAL SURVEY. 
Surficial materials of Medina County 
Ohio, by Michele L. Risser. [Columbus 
1987. col. map on sheet 77 x 100 cm. 
(Report of investigations 133) 


Geology--Ohio--Medina County 


8573 
OHIO. ENVIRONMENTAL PROTECTION AGENCY. 
Public Interest Center. Ground water [by 
Carol Porter. Columbus, 1987] 20 p. ill. 


Water, Underground--Ohio 


8574 
OHIO. ENVIRONMENTAL PROTECTION AGENCY. 
Public Interest Center. Ohio EPA; State of 
Ohio Environmental Protection Agency. 
(Columbus, 1987] 24 p. ill. 


Environmental] protection--Ohio 


8575 
OHIO. LABOR MARKET INFORMATION DIVISION. 
Average employment by industrial division 
and county covered under the Ohio 
unemployment compensation law. 1986. 


Columbus. SL. 
({Table] RS 203.1-B) 


Labor and laboring classes--Ohio 
Insurance, Unemployment--Ohio 


. LABOR MARKET INFORMATION DIVISION. 
Average employment, total payroll, and 
average weekly earnings of educational 
local government employees covered under 
Ohio unemployment a law, by 
county. 1986. Columbus. [1] I. 
([Table] RS 203.8) 

School employees--salaries, etc.--Ohio 
Payrolls—-Ohio 


8577 

OHIO. LABOR MARKET INFORMATION DIVISION. 
Average employment, total payroll, and 
average weekly earnings of educational 
State government employees covered under 
Ohio unemployment cape law, b 
county. 1986. Columbus. 
({[Table] RS 203.7) 


School employees---salaries, etc.--Ohio 
Payrolls--Ohio 


8578 
OHIO. LABOR MARKET INFORMATION DIVISION. 
Average employment, total payroll, and 
average weekly earnings of Federal 
government employees in io, by county. 
1986. Columbus. [1] 1. = RS 203.5) 
74-646029 


Payrolls--Ohio 
Civil service--salaries, etc.--Ohio 


8579 

OHIO. LABOR MARKET INFORMATION DIVISION. 
Average employment, total payroll, and 
average weekly earnings of noneducational 
local government employees covered under 
Ohio unemployment compensation law, by 
county. 1986. Columbus. [1] 1. 
({Table] RS 203.9) 


Local officials and employees--salaries, 
etc.--Ohio 
Payrolls--Ohio 
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8580 
OHIO. LABOR MARKET INFORMATION DIVISION. 
Average employment, total payroll, and 
average weekly earnings of noneducational 
State government employees covered under 
Ohio unemployment compensation law, by 
county. 1986. Columbus. 
({[Table] RS 203.6) 
State officials and employees--salaries, 
etc.--Ohio 
Payrolls--Ohio 


8581 
OHIO. LABOR MARKET INFORMATION DIVISION. 
Average employment, total payroll, and 
average weekly earnings of noneducationa] 
State government employees in Ohio, by 
county. 1986. olumbus. bi 
((Table] RS-790.5-1) 


State officials and employees~-salaries, 
etc.--Ohio 
Payrolls--Ohio 


8582 
OHIO. LABOR MARKET INFORMATION DIVISION. 
Average weekly earnings by industrial 
division and county covered under the Ohio 
law. 1986. 
Columbus. [3] 1. ([Table] RS 203.3-B) 


Wages--Ohio 
Insurance, Unemployment-—Ohio 


8583 


OHIO. LABOR MARKET INFORMATION DIVISION. 
Contributory and reimbursing employers, 
workers, total and taxable payroll under 
Ohio unemployment compensation law. 1986. 
Columbus. 1. ({Table] RS 203.0-1) 


Insurance, Unemployment--Ohio 
Payrolls--Ohio 


8584 
OHIO. LABOR MARKET INFORMATION DIVISION. 
Employment, payroll, and _ contributions by 
industrial group covered under the Ohio 


ice law. 1986. 
Columbus. [3] 1. ([Table] RS 203.0) 


8585 
OHIO. LABOR MARKET INFORMATION DIVISION. 
Monthly employment by county covered under 
the Ohio unemployment compensation law. 
1986. Columbus. annual. 
({Table] RS 203.1-~A) 
Insurance, Unemployment--Ohio 
Labor and laboring classes--Ohio 


8586 
OHIO. LABOR MARKET INFORMATION DIVISION. 
Monthly employment by industrial group 
covered under the Ohio unemployment 
compensation law. 1986. (Columbus. 9] 1. 
annual. ([Table] RS 203.1-1) 


Insurance, Unemployment--Ohio 
Labor and laboring classes--Ohio 


8587 
OHIO. LABOR MARKET INFORMATION DIVISION. 
Ohio employment and p rolls, by industry 
and by county. 1986. Columbus. 5 p. 
annual. ({Table}] RS 203) 


Employment--statistics—-Ohio 
Payrolls-~Ohio 


8588 
OHIO. LABOR MARKET INFORMATION DIVISION. 
Payroll and contributions by county 
covered under the Ohio. unemploy nt 
compensation law. 1986. Columbus. (3) 
annual. ([Table] RS 203.2-A) 


Payrolls--Ohio 
Insurance, Unemployment--Ohio 


8589 
OHIO. LABOR MARKET INFORMATION DIVISION. 
Payroll and contributions by industrial 
group covered under the Ohio unemployment 
compensation law. 1986. Columbus. ¥9} 
annual. ([Table] RS 203.2--1) 


Payrolls---Ohio 
Insurance, Unemployment--Ohio 


8590 
OHIO. LABOR MARKET INFORMATION DIVISION. 
Percentage of nongovernmental employers 
covered under the Ohio unemployment 
compensation law by size-of-firm and 
county. Mar. 1987. [Columbus] 2 l. 
({Table] RS 203.6-1) 


Insurance, Unemployment--statistics--Ohio 


8591 
OHIO. LABOR MARKET INFORMATION DIVISION. 
Percentage of nongovernmental employers 
covered under the Ohio unemployment 
compensation law by size-of-firm and 
industrial ou. Mar. 1987. [Columbus] 
2 1. ({Table] RS 203.6-0) 


Insurance, Unemployment--- Ohio 


8592 
OHIO. LABOR MARKET INFORMATION DIVISEGM. 
Percentage of workers employed by 
nongovernmental employers covered under 
the Ohio unemployment compensation law by 
size-of-firm and county. Mar. 1987. 
{Columbus} 2 1. ([Table] RS 203.6--5) 


Insurance, Unemployment--Ohio 


8593 
OHIO. LABOR MARKET INFORMATION DIVISION. 
Percentage of workers employed by 
nongovernmental employers covered under 
the Ohio unemployment compensation law by 
size-of-firm and industrial group. Mar. 
1987. [Columbus] 2 1. ([Table] RS 203.6-4) 


Insurance, Unemployment--Ohio 
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8594 
OHIO. LABOR MARKET INFORMATION DIVISION. 
Total payroll by industrial division and 
county covered under the Ohio unemployment 
law. 1986. Columbus. ¥3) 
({Table] RS 203.2-B) 


Payrolls--Ohio 
Insurance, Unemployment-—-Ohio 


8595 
OHIO. LABOR MARKET INFORMATION DIVISION. 
Workers, payroll and average weekly 
earnings in manufacturing industries by 
county covered under the Ohio unemployment 
compensation law. 1986. Columbus. 
({[Table] RS 203.4-A) 


Labor and laboring classes--Ohio 
Wages--Ohio 

Payrolls--Ohio 

Insurance, Unemployment--Ohio 


8596 
OHIO. PUBLIC UTILITIES COMMISSION. 
Division of Forecasting and Siting. 
Summary tables of Ohio 
demand forecasts, 1987. Editor in chief, 


Galip Feyzioglu. Editor, David L. Wang. 
(Columbus, 19877] iv, 83 p. 


Electric power consumption--forecasting-- 
statistics--Ohio 


8597 
OHIO. STATE BOARD OF SCHOOL AND COLLEGE 
REGISTRATION. Occupational education in 
the private post-secondary schools; annual 
ie 14th; 1985/86. [Columbus] unpaged. 


76--642564 
Occupational training--Ohio 
Private schools--Ohio 


8598 
OHIO. SUPREME COURT. Ohio official 
reports; cases argued and determined in 
the courts of Ohio; Ohio State reports, 
Ohio appellate reports, Ohio miscellaneous 
reports. Vol. 31. Reported by Walter S. 
Kobalka. Cincinnati, Anderson Pub. Co., 
1987. various pagings. 
On spine: May-July 1987. 
sn82-5967 
Law reports, digests, etc.--Ohio 


85 

OHIO. TAX ANALYSIS AND LOCAL GOVERNMENT 
DISTRIBUTIONS DIVISION. Corporation 
franchise tax: number of financial 
institutions and reported tax liability by 
type of institution, tax year 1986. 
1987. [2] 1. (Table CF-5, 
no. 


Corporations--taxation--—Ohio 
Banks and banking--taxation- -Ohio 


769 


8600 

OHIO. TAX ANALYSIS AND LOCAL GOVERNMENT 
DISTRIBUTIONS DIVISION. County undivided 
local overnment funds: amounts 
distributed within counties by county 
budget commissions, by subdivision or 
subdivision class. 1986. Columbus. 3, 9 1 
([Table] LG 3 & 5, no. 40 & 41) 


82-642807 
Local finance--Ohio 


8601 
OHIO. TAX ANALYSIS AND 


LOCAL GOVERNMENT 
DISTRIBUTIONS anufactured homes 
valuation and taxes for calendar year 


1987. Columbus, 1987. 21. (Table MH--1, 
no. 45) 


Prefabricated houses--taxation-—-Ohio 
Mobile homes--taxation--Ohio 


8602 
TAX 


OHIO. ANALYSIS AND LOCAL GOVERNMENT 
DISTRIBUTIONS DIVISION. Real estate and 
ublic utility property taxes: gross taxes 
evied, taxes charged, and value of 
property by class of property and county. 


1986. Columbus. [4] 1. (Table PD-23, 
no. 59) 


Property tax--Ohio 


OHIO. TAX ANALYSIS AND LOCAL GOVERNMENT 
DISTRIBUTIONS DIVISION. State and local 
tax comparisons, 1984-1985. Columbus, 
1987. [3] 1. (Table TC 1 & 2, no. 38 & 39) 


Taxation, State--statistics--United States 
Local taxation--statistics--United States 


OKLAHOMA 


8604 
OKLAHOMA. ATTORNEY GENERAL. Opinions of 
the attorney general. Vol. 18; 1986. Susan 
Brimer Loving, editor. Cathy Margerum 
assistant editor. [Oklahoma City] 


vii, 225 p. 
75-645193 
Attorneys general's opinions--Oklahoma 


8605 
OKLAHOMA. OFFICE OF THE AUDITOR AND 
INSPECTOR. Admiral Tag Agency, report on 
review of the financial statements for the 
Oklahoma Tax Commission for the year ended 
June 30, 1985. [Oklahoma City, 1986] 
1 sheet 10.5 x 15 cm (microfiche) 
A 3706 T235ta/ad. 


Auditing--Oklahoma 
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8606 
OKLAHOMA. OFFICE OF THE AUDITOR AND 
INSPECTOR. Attorney general of the State 
of Oklahoma, office turnover limited 
review January 12, 1987. [Oklahoma City, 
1987] 1 sheet 10.5 x 15 cm (microfiche) 
A 3706 A885lr. 


Auditing--Oklahoma 


8607 
OKLAHOMA. OFFICE OF THE AUDITOR AND 
INSPECTOR. Attorney fonerel report on 
examination of the financial statements 
for the year ended June 30, 1985. 
[oklahoma City, 1985] 1 sheet 10.5 x 15 cm 
microfiche) 
A 3706 A8s5f. 


Auditing--Oklahoma 


8608 
OKLAHOMA. OFFICE OF THE AUDITOR AND 
INSPECTOR. Audit report, Canton-Longdale 
emergency medical service for the year 
ended June 30, 1986. {oklahoma City, 1986] 
1 sheet 10.5 x 15 cm (microfiche) 
A 3705 B634ems/c. 


Auditing--Oklahoma 


8609 

OKLAHOMA. OFFICE OF THE AUDITOR AND 
INSPECTOR. Audit report, Eldorado 
emergency medical service for the year 
ended June 30, 1986. [Oklahoma City, 1986] 
1 sheet 10.5 x 15 cm (microfiche 

Title on header: Eldorado emergency... 

A 3704 E377ems. 


Auditing--Oklahoma 


8610 

OKLAHOMA. OFFICE OF THE AUDITOR AND 
INSPECTOR. Audit report, Jackson County 
emergency medical service for the year 
ended June 30, 1986. [Oklahose City, 1986] 
1 sheet 10.5 x 15 cm (microfiche) 

‘itle on header: Jackson County... 

A 3705 Ji2e. 


Auditing--Oklahoma 


8611 
OKLAHOMA. OFFICE OF THE AUDITOR AND 
INSPECTOR. Audit report, Latimer County 
emergency medical service district for the 
year ended June 30, 1985. iret City, 
1985] 1 sheet 10.5 x 15 cm (microfiche) 
A 3705 L357ems. 


Auditing--Oklahoma 


8612 

OKLAHOMA. OFFICE OF THE AUDITOR AND 
INSPECTOR. Audit report, Laverne emergen 
medical service for the year ende 
June 30, 1986. [Oklahoma City, 1986] 
1 sheet 10.5 x 15 cm (microfiche) 

Title on header: Laverne emergency... 

A 3704 L399ems. 


Auditing--Oklahoma 


8613 

OKLAHOMA. OFFICE OF THE AUDITOR AND 
INSPECTOR. Audit report, Leedey ambulance 
service for the year ended June 30, 1986. 
Oklahoma City, 1986] 1 sheet 10.5 x 15 cm 
microfiche 

Title on header: Leedey ambulance... 

A 37 L484as. 


Auditing--Oklahoma 


8614 
OKLAHOMA. OFFICE OF THE AUDITOR AND 
INSPECTOR. Audit report, Tillman County 
pans nd medical service for the year 
ended June 30, 1986. epee City, 1986] 
1 sheet 10.5 x 15 cm (microfiche) 
Title on header: Tillman County 


3708. TS77ens. 


Auditing--Oklahoma 


8615 
OKLAHOMA. OFFICE OF THE AUDITOR AND 
INSPECTOR. Beckham County court clerk, 
officer turnover, Beckham County, 
Oklahoma, October 6, 1986. [Oklahoma City, 
1986] 1 sheet 10.5 x 15 cm (microfiche) 
A 3705 B393cct. 


Auditing--Oklahoma 


8616 
OKLAHOMA. OFFICE OF THE AUDITOR AND 
INSPECTOR. Brad McKinzie d/b/a, Comanche . 
County Tag agency, report on review of the 
financial statements for the Oklahoma Tax 
Commission for the year ended June 30, 
1986. [Oklahoma City, 1986] 
1 sheet 10.5 x 15 cm (microfiche) 

A 3706 T235ta/bm. 


Auditing--Oklahoma 


8617 
OFFICE OF. THE AUDITOR AND 
- Cleveland County, Oklahoma, 
limited review, July 1, 1981 through 
November 30, 1985. [Oklahoma City, 1985] 
1 sheet 10.5 x 15 cm (microfiche) 
A 3705 C635lr. 


Auditing--Oklahoma 


8618 
OKLAHOMA. OFFICE OF THE AUDITOR AND 
INSPECTOR. Comanche Count ‘es | Agency 
report on review of the financia 
statements for the Oklahoma Tax Commission 
for the nee ended June 30, 1984. 
ewe ity, 1984] 1 sheet 10.5 x 15 cm 
microfiche) 
A 3706 T235ta/co. 


Auditing--Oklahoma 
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8619 
OKLAHOMA. OFFICE OF THE AUDITOR AND 
INSPECTOR. County budget act. Tree 
1 sheet 10.5 x 15 cm. 


Local finance--Oklahoma 


8620 

Ae. OFFICE OF THE AUDITOR AND 

PECTOR. Financial and compliance audit 
bo Federally assisted programs of the 
Oklahoma Department of Transportation for 
the year ended June 30, 1985. [Oklahoma 
City, 1985] 1 sheet 10.5 x 15 cm 
(microfiche) 

A 3706 TT772ff. 


Auditing--Oklahoma 


8621 

OKLAHOMA. OFFICE OF THE AUDITOR 

INSPECTOR. Helen Arnold d/b/a Downtown ‘ag 
Agency, report on review of the financia 

atements for the Oklahoma Tax 
Commission tobi 1, 1984 through June 30 
1984. lahoma 1985] 
1 sheet a x 15 cm (microfiche 

A 3706 T235ta/ha. 


Auditing--Oklahoma 


8622 
OKLAHOMA. OFFICE OF THE AUDITOR AND 
INSPECTOR. Helen Arnold d/b/a Downtown Tag 
Agency, report on review of the financi 
atements for the Oklahoma Tax 
for the ended June 30 
1985. {Oklahoma City, 1985] 
1 sheet 10. x 18 (microfiche 
A 3706 T235ta/ha. 


Auditing--Oklahoma 


8623 

OKLAHOMA. OFFICE OF THE AUDITOR AND 
INSPECTOR. Kenny Skaggs, Sr. tag agency, 
report on review of the financial 

th dit June 30, 1985. 
1980) sheet 10.5 x 15 cm 
microfiche) 

A 3706 T235ta/ks. 


Auditing--Oklahoma 


8624 
OKLAHOMA. OFFICE OF THE AUDITOR AND 
INSPECTOR. Kiowa County treasurer, officer 
turnover, Kiowa County, Oklahoma 
September 29, 1986. [Oklahoma City, 1986] 
1 sheet 10.5 x 15 cm. (microfiche) 
A 3705 K56tt. 


Auditing--Oklahoma 


8625 

OKLAHOMA. OFFICE OF THE AUDITOR AND 
INSPECTOR. Limited review, Jackie C. 
— couy clerk for the term of office 
ende ptember 19, 1986, Murray 
[Oklahoma City, 986 

1 sheet 10.5 x 15 cm. (microfiche) 

A 3705 M98t1Ir. 


Auditing-- Oklahoma 


8626 
OKLAHOMA. OFFICE OF THE AUDITOR AND 
INSPECTOR. Midwest City Tag A ency, re ad 
on review of the financial statements 
the Oklahoma Tax Commission for the ame 
ended June 30, 1985. [Oklahoma City, 1986] 


Auditing: Sktahone 


8627 
OKLAHOMA. OFFICE OF 


INSPECTOR. Moore Tag Ageac 
review of the financial s atements or the 
Oklahoma Tax Commission for the year aaa 
June 30, 1985. [Oklahoma City, 1986 
10.5 x 15 cm 
A 3706 T235ta/mo 


Auditing--Oklahoma 


8628 
OKLAHOMA. OFFICE OF THE 
INSPECTOR. Office of Pablic affairs, 
—— on study and evaluation o 
tem of internal ee control for 
year ended June 30, . [Oklahoma 


City. 1985] 1 sheet 7k 5 x 15 cm 


A 3706 A265iac. 
Auditing--Oklahoma 


8629 
OKLAHOMA. OFFICE OF THE AUDITOR AND 
INSPECTOR. Officer turnover limited 
review, Charles Sander, county 
commissioner, Woodward County, Oklahoma 
December 17, 1986. [Oklahoma City, 1986] 
I aay 10.5 x 15 cm (microfiche) 
A 3705 W899ot/s. 


Auditing--Oklahoma 


8630 
OKLAHOMA. OFFICE OF THE AUDITOR AND 
INSPECTOR. Officer turnover limited 
review, Claude Whittenburg, county 
commissioner, Kingfisher County, Oklahoma, 
December 17, 1986. [Oklahoma City, 1986] 
1 sheet 10.5 x 15 cm (microfiche) 
A 3705 K54ot. 


Auditing--Oklahoma 
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8631 

arts OFFICE OF THE AUDITOR AND 
INSPECTOR. Officer turnover limited 
review, Dale Shelton, county ae 
Jackson County, Oklah December 1 

Oklah city. 1986 
i sheet 10.5 x 15 cm (microfiche) 

A 3705 J12ot. 


Auditing--Oklahoma 


8632 
OKLAHOMA. OFFICE OF THE AUDITOR AND 
INSPECTOR. Officer turnover limited 
review, Earl Hauth, county commissioner, 
Woodward County, Oklahoma, December 18 
1986. [Oklahoma City 1986] 
1 sheet 10.5 x 15 cm (microfiche 
A 3705 W899o0t/h. 


Auditing--Oklahoma 


8633 
OKLAHOMA. OFFICE OF THE AUDITOR AND 
INSPECTOR. Officer turnover limited 
review, Frank Ake, county commissioner, 
Major County, Cenere, December 19, 1986. 
Oklahoma C ty, 1986] 1 sheet 10.5 x 15 cm 
A 3705 M234ot/a. 


Auditing-~Oklahoma 


8634 

OKLAHOMA. OFFICE OF THE AUDITOR AND 
INSPECTOR. Officer turnover limited 
review, Frank ——-. county commissioner, 
Harper lahoma, 15, 

ahoma Cit 1986] 
1 sheet ids x 15 cm (microfiche) 

A 3705 H293ot. 


Auditing--Oklahoma 


review, Frank Gates, county 
commissioner, heh County, Oklahoma, 
December 16, 1986. [Oklahoma City, 1986] 
1 sheet 10.5 x 15 cm (microfiche) 

A 3705 W899ot/g. 


Auditing--Oklahoma 


8636 
OKLAHOMA. OFFICE OF THE AUDITOR AND 
INSPECTOR. Officer turnover limited 
review, Penny Ferrell, county 
commissioner, Canadian County, Oklahoma 
December 19, 1986. [Oklahoma City, 1986] 
1 sheet 10.5 x 15 cm (microfiche) 
A 3705 C212ot. 


Auditing--Oklahoma 


8637 
OKLAHOMA. OFFICE OF THE AUDITOR AND 
INSPECTOR. Officer turnover limited 
Crumm, county assessor, 
December 16, 1986. 
] i sheet 10.5 x 15 cm 

microfiche 
A 3705 Ci12iot. 


Auditing--Oklahoma 


8638 
Anema. OFFICE OF THE AUDITOR AND 
INSPE Oklahoma Bureau of Narcotics 
and Dan ee... Drugs Control, report on 
examination of financial statements for 
bay year ended June 30, 1985. [Oklahoma 
City, 1986] 1 sheet 10.5 x 15 cm 
A 3706 N222f. 


Auditing--Oklahoma 


8639 

ORL AROMA. OFFICE OF THE AUDITOR AND 

R. Oklahoma Bureau of Narcotics 
ro fe Dangerous Drugs Control, report on 
examination of schedule of active Federal 
awards for the year ended June 30, 1985. 
tnlcrotiche City, 1986] 1 sheet 10.5 x 15 cm 
microfiche) 

A 3706 N222fa. 


Auditing--Oklahoma 


8640 
OKLAHOMA. OFFICE OF THE AUDITOR AND 
INSPECTOR. Oklahoma Bureau of Narcotics 
and Dangerous Control, on 
study and evaluation of the syste m of 
internal accounting control for the year 
ended June 30, 1985. [Oklahoma City, 1986] 
1 shget, 10.5 x 15 cm (microfiche) 
A 3706 N222iac. 


Auditing--Oklahoma 


OKLAHOMA. OFFICE’ OF THE AUDITOR AND 
INSPECTOR. Oklahoma chief mine inspector, 
report on administration enforcement grant 
of the Department of the Interior, Office 
of Surface Mining, March 1, 1983 through 


June 30, 1984 toldaees City, 1985] 
1 10.5 x cm (microfiche) 
A 3706 M664eg. 


Auditing--Oklahoma 


8642 
OKLAHOMA. OFFICE OF THE AUDITOR AND 
INSPECTOR. Oklahoma chief mine inspector, 
report on examination of the financial 
statements for the years ended June 30. 
1984 and 1983. (Oklahoma City, 1985] 
1 sheet 10.5 x 15 cm (microfiche) 
A 3706 M664f. 


Auditing--Oklahoma 
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OKLAHOMA. OFFICE OF THE AUDITOR AND 
INSPECTOR. Oklahoma chief mine inspector, 
report on study and evaluation of the 
= of internal accounting control for 
the years sme June 30, 1984 and 1983. 
ite oma City, 1985] 1 sheet 10.5 x 15 cm 
3706 


Auditing--Oklahoma 


8644 
OKLAHOMA. OFFICE OF THE AUDITOR AND 
INSPECTOR. Oklahoma Department of 
combined field division 
expenditure report for the years ended 
June 30, 1985 and 1984. [Oklahoma City, 
1986] 1 sheet 10.5 3 x 15 cm (microfiche) 
A 3706 T773ex. 


Auditing--Oklahoma 


8645 
OKLAHOMA. OFFICE OF THE AUDITOR AND 
Gas Board, review poe e 
ended June 30, 1985. Gdehone City, 1986] 
1 sheet 10.5 x 15 cm (microfiche) 
A 3706 L767r. 


Auditing--Oklahoma 


8646 
OKLAHOMA. OFFICE OF THE AUDITOR AND 
Commission, “ae report for the year 
ended June 30, 1985. [Oklahoma _ n.d.]} 
1 i 10.5 x 15 cm (microfiche) 
A 3706 M919r. 


Auditing--Oklahoma 


8647 
OKLAHOMA. OFFICE OF THE AUDITOR AND 
INSPECTOR. Oklahoma State Anatomical 
Board, report on examination of financial 
statements for the year ended June 30, 
1985. [Oklahoma City 1986] 
1 sheet 10.5 x 15 cm (microfiche 
3706 A5S35f. 


Auditing--Oklahoma 


8648 
OKLAHOMA. OFFICE OF THE AUDITOR AND 
INSPECTOR. Oklahoma State Board of Public 
Accountancy, report on examination of the 
financial statements for the _ ended 
June 30, 1986. [Oklahoma os al 1986] 


Auditing--Oklahoma 


8649 
OKLAHOMA. OFFICE OF THE AUDITOR AND 
INSPECTOR. Oklahoma State Board of Public 
Accountancy, report on study and 
evaluation of the system of internal 
accounting control for the year ended 
June 30, 1986. icxieness City, 1986} 
1 10.5 x 15 cm (microfiche) 
3706 P976iac. 


Auditing--Oklahoma 


8650 
co eens. OFFICE OF THE AUDITOR AND 
PECTOR. Ponca City Teg, At Age ency, report 
= review of the financi tements for 
the Oklahoma Tax Commission for the year 
ended June 30, 1985. [Oklahoma 5 City, 1986] 
—— 10.5 x 15 cm crofiche) 
3706 T235a/pc. 


Auditing--Oklahoma 


8651 
OKLAHOMA. OFFICE OF THE AUDITOR AND 
INSPECTOR. Special] investigation of 
January 1, 1987. 


Oklahoma City, 1987 
microfiche) 
3700.5 S741e. 


Auditing—-Oklahoma 
State "tniversities and colleges--finance-- 
Oklahoma 


1 sheet 10:5 x 15 cm 


8652 
OKLAHOMA. OFFICE OF THE AUDITOR AND 
INSPECTOR. State Arts Council of Oklahom 
report on examination of the financi 
statements for the year ended June 30 
1985. [Oklahoma City, 1985] 
1 sheet, 305 ae. cm (microfiche) 


Auditing--Oklahoma 


8653 

OKLAHOMA. OFFICE OF THE AUDITOR AND 
INSPECTOR. State Arts Council of Oklahoma, 
report on study and evaluation of the 
system of internal accounting control for 

e year ended June 30, 1985. [Oklahoma 
City, 19667 1 sheet 10.5 x 15 cm 

A 3706 A792iac. 


Auditing--Oklahoma 


8654 
OKLAHOMA. OFFICE OF THE AUDITOR AND 
INSPECTOR. State Banking Department, 
review report for the Neer ended June 30, 
1985. [Oklahoma City 1986] 
1 sheet 10.5 x 15 cm (microfiche 
A 3706 B218rr. 


Auditing--Oklahoma 
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8655 
OKLAHOMA. OFFICE OF THE AUDITOR AND 
INSPECTOR. State Board of Landscape 
Architects, review ret rt for the year 
ended June 30, 1985. [Oklahoma City, 1986] 
10.5 x 15 cm (microfiche) 
3706 A637rr. 


Auditing--Oklahoma 


8656 
OKLAHOMA. OFFICE OF THE AUDITOR on 
INSPECTOR. State Dry Cleaners Board 
report on examination of the financial 
statements for the year ended June 30, 
1938 . {Oklahoma City, 1986] 
1 sheet 10.5 x 15 cm (microfiche) 
A 3706 D798f. 


Auditing--Oklahoma 


8657 
OKLAHOMA. PARDON AND PAROLE BOARD. Manual 
of policies ae procedures. [Oklahoma 
City ereh 3 sheets 10.5 x 15 cm. 
(microfiche) i 
P 300.5 
88-620870 
Pardon--handbooks, manuals, etc.--Oklahoma 
Parole--handbooks, manuals, etc.--Oklahoma 


8658 
OKLAHOMA. PARDON AND PAROLE BOARD. Parole: 
Sheila J. Sewell. Oklahoma 
ity, 1 sheet 10.5 x 15 cm. 
(microfiche) 
300.5 P953. 


Parole--Oklahoma 


8659 
OKLAHOMA. POLICE PENSION AND RETIREMENT 
BOARD. Actuarial report as of ee 1 
i (Tulsa, A.S. Hansen, Inc., 986] 
1 sheet 10.5 x 15 cm. (microfiche) 
P2000.3 A188. 


Auditing--Oklahoma 


nancial PENSION as of June. 30, 


1986 and anro8s, and December 31, 1984, 
together with report of independen* public 
accountants. fokianona City] Arthur 
Andersen 986] 
1 sheet 10.5 x 15 

P2000.3 F491. 


Auditing--Oklahoma 


8661 
OKLAHOMA. EDUCATION SECTION. 
Oklahoma State ee Part B of 
Education of the act 
amended by Public law 94-142. 1986/87, 
ere ec City] 4 sheets 10.5 x 15 cm. 
microfiche) ill. annual. 

E 2095.3 P699. 


Handicapped--education--Oklahoma 
Educational planning--Oklahoma 


8662 

OKLAHOMA. SPECIAL EDUCATION SECTION. 
Special education prograse in Oklahoma. 
Prepared in cooperation with the Regiona 

lahoma 

sheets 10.5 x 15 cm. (microfiche) mii, 
Title on header: Oklahoma programs in 

— education, 1983-84. 

2095.3 P964. 


Special education--Oklahoma 


8663 

OKLAHOMA. STATE BOARD OF EDUCATION. An 
annual summary report of teacher due 
esoeee hearings processed pursuant to 
enate bull no. 249. 1977-84--1977-85. 
tnlerofiche) 4 City} 2 sheets 10.5 x 15 cm. 
microfiche) i 

Title Sider header: Summary report... 

E 1800.4 P766s. 


Teachers--discipline--Oklahoma 
Due process of law--Oklahoma 


8664 
OKLAHOMA. STATE BOARD OF EDUCATION. 
Policies and procedures for teacher due 
(implementation of Senate 
ill no. 249, as amended) Rev. [Oklahoma 
City] 1987. 2 sheets 10.5 x 15 cm. 
ill. 


0.5 T253. 
88-620872 
Teachers--discipline-—Oklahoma 
Due process of law--Oklahoma 


OKLAHOMA. STATE BOARD OF EDUCATION. The 
State Board of Education regulations for 
administration and handbook on budgeting 
and business management, Rev. 
Oklahoma 
2 sheets 10.5 x 15 cm. (niexatiche) ill. 
E 1800.4 R344ah. 
88-620871 


Administrative agencies--rules and 
practice--Oklahoma 
Education--finance--handbooks, manuals, 
etc.--Oklahoma 


8666 
OKLAHOMA. STATE BOARD OF EXAMINERS OF 
PSYCHOLOGISTS. Annual directory of 
licensed psychologists; Psychologists 
licensing act and of 


the Board. 
1st; 1987 Oklahoma 
1 10.5 x cm. (microfiche) 


P 3300.5 D598 
A68-7016 


7 
OKLAHOMA. STATE BOARD OF EXAMINERS OF 
cit. (Annual report] 1985/86. 
Oklahoma City. sheet 10.5 x 15 cm. 
(microfiche) 
P 3300.3 A615. 


Psychologists—-Oklahoma 
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8668 
OKLAHOMA. STATE BOARD OF REGISTRATION FOR 
Professional foresters 
istered in Oklahoma. Oklahoma City, 
i9 7. 1 sheet 10.5 x 15 cm. (microfiche) 
F 1400.5 F717r. 


Foresters--directories--Oklahoma 


8669 
OKLAHOMA. STATE BUREAU OF NARCOTICS AND 
1983-85 lahoma ty] 
3 sheets 10.5 x (microfiche) 

1983 is iit 4 
N 400.3 A615 


Narcotics, Control of--Oklahoma 


8670 

OKLAHOMA. STATE DEPT. OF EDUCATION. 
Oklahoma administrative manual and 
Education for P.L. ty 35, Chapter 2, 
ducation consolidation & pT act. 

lahoma 
‘ant 10.5 x 15 cm. (microfiche) 

E 1865.5 A238. 


Federal aid to education--handbooks, 
manuals, etc.--Oklahoma 


8671 
OKLAHOMA. STATE DEPT. OF EDUCATION. 


Oklahoma closeup. [Oklahoma ort 1985. 
1 sheet 10.5 x 15 cm. (microfiche) ill. 
E 1800.8 C645. 


State governments--Oklahoma 


8672 
OKLAHOMA. STATE DEPT. OF EDUCATION. 
Oklahoma technical assistance resource 
list. [Oklahoma City 1986] 
4 sheets 10.5 x 15 cm. (microfiche) LER. 
E 1800.5 T255. 


88-620873 
Educational equalization--Oklahoma 


8673 
OKLAHOMA. STATE DEPT. OF EDUCATION. 
Serving the disturbed child in 
Oklahoma. [Oklahoma City] 1986. 
2 sheets 10.5 x iS. cm. (microfiche) ill. 
E 2095.5 E54. 


Mentally ill children--education--Oklahoma 


8674 
OKLAHOMA. STATE DEPT. OF EDUCATION. Audit 
Section. Audit ide and required audit 
format for auditing public schools in the 
State of Rev. 
t Oklahoma ty ] 

sheet 10.5 x 15 cm. 

E 1800.5 A912. 


Public schools--Oklahoma 
Auditing--handbooks, manuals, etc.-- 
Oklahoma 


8675 
OKLAHOMA. STATE DEPT. OF EDUCATION. 
Com rehensive Health Education Section. 


ahoma Le 
1985. [Oklahoma City] 
1 sheet 10.5 x 15 cm. (microfiche) 
E 1885.3 A615. 
76-647988 


Health education--Oklahoma 


8676 

OKLAHOMA. STATE DEPT. OF EDUCATION. 
Division of Instruction. Accreditation 
ection. Min 00 or 
elementa middle, high and high 

Oklahoma City. 
2 0. cm. (microfiche. 
Bulletin 113-Y 

E 1935.4 A238. 


85-650584 
Accreditation (Education)--handbooks, 
manuals, etc.--Oklahoma 


School superintendents 


OKLAHOMA. STATE DEPT. OF EDUCATION. 
ghnson-0 Nall ection. Annual 
re eastern 
Ok 38th; "1984/85. City. 
1 sheet 10.5 x 15 cm. (microfiche) ill. 
E 1925.3 A615. 
77-640863 


Indians of North America--education-- 
Oklahoma 


OKLAHOMA. STATE Derr. or EDUCATION. 
Resource Center. Blast off; a teacher's 


E 1885 
Gymnastics 


‘ 8679 

OKLAHOMA. STATE DEPT. OF EDUCATION. 
Fersonnel Services. Affirmative action 
bla a pees ate Department of 

statistics as of 
June 30, 1985, 65 employees. 7th ed. rev. 
Oklahoma a: 1986. 1 sheet 10.5 x 15 cm. 
(microfiche) il. 

E 1800.3 A256. 


Affirmative action programs-—Oklahoma 
State departments of cdecetion--Okiahone 


8680 

OKLAHOMA. STATE DEPT. OF EDUCATION. 
Personnel Services. Affirmative action 
ahoma ate Department of 
employee statistics as of 
June 30, 1986, 540 employees. 8th ed. rev. 
Oklahoma gity 1986. 1 sheet 10.5 x 15 cm. 
(microfiche) iil. 

E 1800.3 A256. 


Affirmative action programs--Oklahom 
State departments of 
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8681 
OKLAHOMA. STATE DEPT. OF EDUCATION. 
Reading Section. Dr. Martin Luther King, 
r., seeds of freedom; 7-12 readin 
curriculum guide. Oklahoma City, 1986. 


2 10.5 x 15 cm. ill. 
2005.7 K53s/7-12 


King, Martin Luther--anniversaries, etc.-- 
Oklahoma 


STATE OF EDUCATION. 
Section. Dr. Martin Luther King, 
oes seeds of freedom; K-6 readin 
curriculum guide. Oklahoma City, 1986. 
2 sheets 10.5 x 15 cm. (microfiche) ill. 
E 2005.7 K53s. 


King ya Luther--anniversaries, etc.-- 
klahom 


8683 
OKLAHOMA. STATE DEPT. OF EDUCATION. 
Lunch Section. Oklahoma menu planning 
Oklahoma Ci 1984] 
2 sheets 10.5 x 15 cm. (microfiche) ill. 

E 2069.5 M549p. 


School children--food--Oklahoma 


8684 
OKLAHOMA. STATE DEPT. OF EDUCATION. ite- 
Federal Programs Division. Annua 
evaluation report of federally funded 
education programs. 1985/86. loklahona 
1 ; x 15 cm. (microfiche) 


2105.3 
78-645249 
Federal aid to education--Oklahoma 
Educational accountability--Oklahoma 


8685 
OKLAHOMA. STATE DEPT. OF EDUCATION. 
Trans rtation Section. mer st bus 
City, 1987 
a cheet 0.5 x 15 Ga. (aicrofiche 
E 2135.5 B977. 


School buses--prices--Oklahoma 


8686 
OKLAHOMA. STATE DEPT. OF HEALTH. Oklahoma 
1990/objectives; health promotion an 
disease prevention. [Oklahoma City, n.d.] 
2 sheets 10.5 x 15 cm. (microfiche) 
H 800.3 H434. 
88-620874 


Medical policy--Oklahoma 
Health planning--Oklahoma 


8687 
OKLAHOMA. STATE DEPT. OF HEALTH. 
Environmental Health Services. Standards 
for individual water wells; location, 
City] 1874 1 sheet 10.5 x 15 cm. 
(microfiche) bulletin 0585) 


Wells--standards--Oklahoma 


8688 
OKLAHOMA. STATE DEPT. OF HEALTH. 
Industrial Waste Division. rr" and 


Tegulations tor industrial 


management. Rev. Oklahoma City, 
1 sheet 10.5 x 15 cm. (microfiche) Opti 
bulletin 
H 965.4 R935 

88-620875 
and trade waste--Oklahoma 
Administrative agencies--rules and 
practice--Okiahoma 


8689 

OKLAHOMA. STATE DEPT. OF HEALTH. Water 
Facilities ‘ineer Service. Rules and 

ulations governing ration of 

er pollution control faci 
ahonned by the Oklahoma State Board of 
Health, February 23, 1984. (icentiek City, 
n.d.] 1 sheet 10.5 x 15 cm. (microfiche) 

H 915.4 R935wp. 

88-620876 

and control-- 

ahom 
Administrative agencies--rules and 
practice--Oklahoma 


8690 
OKLAHOMA. STATE DEPT. OF HEALTH. Water 
Facilities Engineering Service. Standards 
adopted of Heady 
February 1985." City, 1985 
2 sheets 10.5 x cm. (microfic e) (ODH 
| bulletin 0589) 
915.4 S785ws. 
88-620877 


Waterworks--standards--Oklahoma 


8691 
OKLAHOMA. STATE DEPT. OF ~~ water 
Facilities eer Service. Standards 


the State Board Heal 

2 sheets 10.5 x 15 (microfiche) ill. 
(ODH bulletin 0587) 


88-620878 
Sewage. disposal--standards--Oklahoma 
Water * pollution--prevention and control- 
-Oklahoma 


8692 
OKLAHOMA. STATE DEPT. OF HEALTH. Water 
acilities eer Service. Standards 
or water pollution control facilities, 
Chapter 120; minimum design standards for 
small public sewage systems, adopted bi 
the State of Health, 

1985. [Oklahoma City j 
1 sheet, 10.5 x 15 cm. ill. 


H 915.4 S785wpls. 
88-620879 


Sewage disposal--standards--Oklahoma 


Water--pollution--prevention and control-- 
Oklahoma 
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8693 
OKLAHOMA. STUDENT LOAN AUTHORITY. Student 
loans in ae. [Oklahoma city} 1987. 
1 sheet 10.5 x . (microfiche) ill. 


S 3700.8 $033 
88-620880 
Student aid--Oklahoma 
Student loan funds--Oklahoma 


8694 
OKLAHOMA. SUPREME COURT. Oklahoma 
decisions; cases decided in the Supreme 
Court, Court of Criminal Appeals, Court of 
Appeals, and Court on the Judiciary 
reported in Pacific reporter, secon 
series. [Vol.] 738 P.2d-741 P.2d. 
St. Paul, West Pub. Co., 1988. various 
ings. ill. 


38-33172 
Law reports, digests, etc.--Oklahoma 


985/ h 
sheet 10.5 x 15 cm. fi 


32-27747 
Taxation--Oklahoma 


8696 
OKLAHOMA. TAX COMMISSION. Division. 
Rules of practice and procedure ore 


Oklahoma Tax Commission. Rev. Oklahoma 


City, 1987. 1 sheet 10.5 x 15 cm. 
(microfiche) 
T 500.4 R935p. 


88-620881 
Taxation--Oklahoma 
Administrative procedure--Oklahoma 


8697 
OKLAHOMA. TAX COMMISSION. Management 
Services Division. in Uifice. 
Revenue enhancement mid— 
report for fiscal 1 
City, 1985] 1 sheet 10.5 15 cm. 


(microfiche) 
T 500.3 R451m. 


Revenue--Oklahoma 
Taxation--Oklahoma 


8698 
OKLAHOMA. TAX COMMISSION. Manageme 
Services Division. Plannin ce. 
Revenue enhancement program, year end 
report for fiscal year 1986. [Oklahoma 
City, 1986] 1 sheet 10.5 x 15 cm. 


(microfiche) 
T 500.3 R45iy. 


Revenue--Oklahoma 
Taxation--Oklahoma 


88-620882 


8699 

OKLAHOMA. WATER QUALITY DIVISION. 
attainability sears for Big cabin 
Creek, near Vinit klehons [by] 
Michael V. Bastian Shon 

Oklahoma 

sheets 10.5 x 15 cm. © inicdotiche) ie 

W 1700.7 U84bcc. 


Water quality--Oklahoma--Big Cabin Creek 


8700 
OKLAHOMA. WATER QUALITY DIVISION. Research 
and Standards ction Oklahoma's water 
{Oklahoma City, 
nd ‘d.] 10.5 x 15 cm. (microfiche) 


W 1700.4 W324. 
88-620883 
Water quality--standards--Oklahoma 


8701 
OKLAHOMA. WATER QUALITY DIVISION. Research 
and Section use- 
attaina y assessment 0 ‘coal Creek, 
Wagoner County, Oklahoma, by Main R. 


Hutcheson th Ok} homa _ Cit 
1986. on dae ers] Oklahoma 


W 1700.7 U84co. 
Water quality--Oklahoma--Coal Creek 


8702 
OREGON. AGRICULTURAL EXPERIMENT STATION, 
Corvallis. Evaluating coliform 
concentrations in runoff from various 
animal waste management systems by] 
James A. Moore [and others] Corvall 
iii, 80 p. ill. (Special 


Animal waste 
Feedlot runoff 
8703 
OREGON. AGRICULTURAL EXPERIMENT STATION, 
Corvallis. Malheur Agricultural Experiment 
Station; potato, onion, and sugar beet 


research. Corvallis, 1988. 111 p. ill. 
(Special report 816) 


Potato--Oregon 
Onions--Oregon 
Sugar beet--Oregon 


8704 
OREGON. AGRICUL’ STATION, 
Corvallis. Soil survey of Lane County 
area, Oregon {by William R. Patching. 
Corvallis, 1987] xi, 369, 165 p. ill. 

Issued in cooperation with U.S. Soil 
Conservation Service, U.S. Bureau of Land 
Management, and Lane County. 

88-601265 
Soil-surveys--Oregon--Lane County 
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8705 
OREGON. COURT OF APPEALS. Reports of cases 
decided in the Court of Appeals of the 
State of Oregon. Vol. 85; Apr. 22/June 10 
1987. Mary Bauman, editor. Pam Howe [and] 
Mary Ann Gardner, assistant editors. 
Salem, State Printing. 29 689 p. 
Title on spine: Oregon reports. 
77-649799 
Law reports, digests, etc.--Oregon 


8706 
OREGON. DEPT. OF REVENUE. A summary of 
Oregon taxes. [Salem] 1988. folder. 


Taxation--Oregon 

8707 
OREGON. ELECTIONS DIVISION. Election Board 
manual. 1988. Salem. 28 p. ill. 


Voting-~handbooks, manuals, etc.--Oregon 


8708 
OREGON. EMPLOYMENT DIVISION. Research ang 
Statistics Section. 
employment and yrolls by lus an 
county. 1986. [Salem] 186 p. 
76-615087 


Payrolls--Oregon 
Employment-—Oregon 


8709 
OREGON. EXECUTIVE DEPT. Budget 
mt Division. Adopted Dudget. 
egislative ssembly; 1987/89. [Salem] 


vi, 111 p. 
80-642308 
Budget--Oregon 


8710 

OREGON. FISH DIVISION. Annual progress 
report; fish culture project, Oregon; 
salmonid nutrition, project numbers: AFS- 
eriod: 1 1985- 
agasse [byl Rohn Westaate, 
Portland [1986] 31 p. 

Cover title: Progress reports, 1986; 
salmonid nutrition. 


Fish-culture--Oregon 


8711 

OREGON. FISH DIVISION. Annual progress 
report; fish research project, Oregon; an 
ecological and fish cultural study of 
Deschutes River salmonids, project number: 
F-88-R; prone period: 1 April 1987- 
30 September 1987, prepared by Brian C. 
Jonasson. Portland [1987] 2 1. 

Cover title: Progress reports, 1987; an 
ecological... 


Salmon--Oregon 


8712 

OREGON. FISH DIVISION. Annual progress 
report; fish research project, Oregon; 
Oregon studies to increase regional salmon 
production, project number: AFS-126; 
ported: 1 October 1986- 
0 Septemher 1987, prepared by M.F. 
Solazzi, S.L. Johnson [and] R.L. Garrison. 
Portland [1987] 10 1. 

Cover title: Progress reports, 1987; 
Oregon studies... 


Salmon--Oregon 


8713 
OREGON. HIGHWAY DIVISION. Safety s ary. 
1986; Parks & Recreation Division fand] 
Highway Division, compiled by (Dept: oO 
Transportation] Safety and Health Unit, 
Services Branch. [Salem, n.d.j 


Accidents-—-statistics--Oregon 


8714 

OREGON. LAWS, STATUTES, ETC. Criminal code 
of Grogna and selected laws relati to 
uvenile court proceedings, alcoholic 
iquors and controlled substances. Salem, 
Legislative Counsel Committee, 1988. 
400, 121 p. 

$5.00. 

88-620833 

Criminal law--Oregon 


8715 
OREGON. LAWS, STATUTES, ETC. Oregon la 
to motor carriers, 1988. [Salem] 
Public Utility Commission [1988] 47 p. 


Transportation, Automotive--law and 
legislation--Oregon 


8716 
OREGON. LIQUOR CONTROL re Your 
p. 


Administrative remedies-—-Oregon 
License system--Oregon 


OREGON. MOTOR VEHICLES DIVISION. Oregon's 
mie permits. Salem [n.d.] folder. 


Parking lots--Oregon 


8718 
OREGON. OREGON STATE UNIVERSITY, 
Corvallis. msion Service. 1987 Oregon 
county an agricultural estimates 
by Stanley D. Miles] Rev. [Corvallis] 
988. 13 p. ill. (Special report 790) 


Agriculture--statistics--Oregon 
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8719 
OREGON. OREGON STATE UNIVERSITY, 
Service. Financial 
.M. Morrow 
(Corval s] 1988. 7p. 
(Extension circular 1267) 


Finance, Personal 


8720 

OREGON. OREGON STATE 
Corvallis. Extension Servi 
Johnson, R. 
Corvallis 1987 (Extension 
circular 1262) 

Issued in cooperation with the Oregon 
Dept. of Agriculture. 


Wheat--diseases and pests--Oregon 


8721 

OREGON. OREGON STATE UNIVERSITY, 
Corvallis. Extension service. Oregon 
cereal variety pro oveson; a soft 
white winter wheat iby’ R.S. Karow, C.R. 
K. Van Wagoner. Corvallis] 

. folder. ill. (Extension 
1264) 


Wheat--Oregon 


8722 
OREGON. STATE UNIVERSITY, 


Corvallis. Exte Service. Surimi; some 
Observations on trawler production, by 


Kenneth S. Hilderbrand, Jr. Corvallis 
[1988] 25 p. ill. (Special report 762) 


Fishery products 
Trawls and trawling--North Pacific Ocean 


8723 
OREGON. OREGON STATE UNIVERSITY, 
Corvallis. Extension Service. Usin 
precommerc nning enhance woodlan 
[by P.T. Oester and W.H. 
mmingham Carvallicl 1988. 12 p. 
(Extension circular 1189) 


The woodland workbook; stand 
.00. 


Forest thinning — 
OREGON. OREGON STATE UNIVERSITY, 


Corvallis. Systematic Entomolo 

Laborato: "The Leathe Opper Genus Errhomus 
(Homoptera: Cicadellidae: Cicadellinae) 
systematics and ae iby Paul 


Oman. Corvallis, 1 iv, 72 ‘f ill. 
(Occasional publication ae 


Leafhoppers 


8725 
OREGON. PUBLIC UTILITY COMMISSION. Truck 
driver profiles _ in traffic offense 
oe —_——— rates. [Salem, 1987] xii, 57 p. 


88-620835 
Truck drivers--Oregon 
Traffic violations--Oregon 


8726 
. STATE BAR. Committee on Contin 


Legal Education. Arbitration 
negation [Lake Oswego] 1987. various 


‘ings. 
— 87-60320 


Arbitration and Resets and teaching- 
-Oregon 


Education. Oregon legislation a 


wego] various paging oat biennial. 
Law--Oregon 


8728 
OREGON. STATE DEPT. OF FISH AND WILDLIFE. 
plan summary. Corvallis 
n p. 


Wild and scenic rivers—--Oregon--McKenzie 
River 


8729 
OREGON. STATE SYSTEM 0 OF HIGHER EDUCATION. 
pi tice of Administration. Division of 


5 
Repert year 30. 


State universities and colleges--finance-- 
Oregon 
Education, Higher--finance-—-Oregon 


8730 
OREGON. UNIVERSITY OF OREGON, fugene. 
fice University Publications 
vers of Oregon telephone directo 
1987/88. [Eugene] viii, 86 p. ill. 


State universities and colleges-- 
State universities and colleges--faculty-- 
directories——Oregon--Eugene 


PENNSYLVANIA 


8731 
PENNSYLVANIA. DEPT. OF EDUCATION. 
Curriculum (Harrisburg, n.d.] 
various pagings 


Education of children 


8732 
PENNSYLVANIA. DEPT. OF REVENUE. 
Pennsylvania tax compendium. 1986/87. 
{Harrisburg] 46 p. 
84-642590 


Taxation, State--Pennsylvania 
Revenue--Pennsylvania 


8733 
PENNSYLVANIA. LABOR MARKET INFORMATION 
UNIT. Annual planning information report 
for Philadelphia PMSA. 1987/88. 
Philadelphia. vi, 132 p. ill. 


Labor supply--statistics--Pennsylvania 
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8734 
PENNSYLVANIA. LIQUOR CONTROL BOARD. 
issued (arranged 
by of license and name) 1988. 
is. 21 p.. 


License system--Pennsylvania 


8735 
PENNSYLVANIA. OFFICE OF THE AUDITOR 
GENERAL. Commonwealth of Pennsylvania, 
Pennsylvania Public Utility Commission, 
Harrisburg, ‘audit report 
financial statements the year ended 
June 30, 1984; Bg of prior year 
fo and recommendation. (Harrisburg, 


PERESYLVARIA. OFFICE OF THE AUDITOR 

ENERAL. Commonwealth of Pennsylvania, 
Pennsylvania Public Utility Commission, 
Harrisburg, Pennsylvania; audit report for 
the years ended _, es 1986 and 1985. 
(Harrisburg, 1987] 13 1 


Auditing--Pennsylvania 


8737 
PENNSYLVANIA. PENNSYLVANIA STATE 
UNIVERSITY, Unive Park. Penn State 


executive pro a Universit 


Executives--training of--Pennsylvania-- 
University Park 


PUERTO RICO 


8738 
PUERTO RICO. DEPT. OF STATE. Presentation 
by Mr. Jorge Luis Aquino Nuwiez, President, 
Economic Development Bank for Puerto Rico 
at the Cooperative Movement in Puerto 
Rico: Strategies for Economic Development 
peminar. -San Juan, Puerto Rice. 
er 1987. Sponsored 
cooperation with) Agency for International 
Development Son National Council for 
isitors. [San Juan, 19877?] 


Economic development--Puerto Rico 
Rico 


PUERTO RICO. GOVERNMENT DEVELOPMENT BANK 
FOR PUERTO RICO. Un analisis comparativo 
de las tasas de interes sobre prestamos de 
consumo en Puerto Rico Estados Unidos, 
per, Zalacah. [San Juan] 1987. 


88-620863 
Interest rates--United States 
Interest rates--Puerto Rico 
Consumer credit--United States 
Consumer credit---Puerto Rico 


8740 
PUERTO RICO. GOVERNMENT DEVELOPMENT BANK 
FOR PUERTO RICO. Un analisis oP la deuda 
de los consumidores en Puerto Rico, por 
Zalacah. [San Juan] 1987. 71:1. 


88-620864 
Public opinion--Puerto Rico 
Cosumers--Puerto Rico 


report. 1986/87. 
Juan Juan) p. ill. 


Report year ade June 30. 
74-642591 
Banks and banking--Puerto Rico 


8742 
PUERTO RICO. GOVERNMENT DEVELOPMENT BANK 
FOR PUERTO RICO. La economia de Puerto 
Rico: analysis de la situacion gg 
a corto y lazo. [n.p. 
conometria, Inc., 1987. 
88- 620888 


Economic history--Puerto Rico 
Economic forecasting--Puerto Rico 


8743 
PUERTO RICO. GOVERNMENT DEVELOPMENT BANK 
FOR PUERTO RICO. Los impactos del sector 
financiero en la economia de Puerto Rico, 
by Fernando Zalacah. [San Juan] 1985. 
1. + ill. (Serie de investigaciones 
economicas ds} Banco Gubernamental de 


Fomento) 

88-620866 
Financial institutions--economic aspects-- 
Puerto Rico 


Economic history--Puerto Rico 


8744 


u 
in the Caribbean countrie es 
Fernando Ramos. [San - i, 32, 36 1. 


Offshore assembly industry-~Caribbean Area 
Economic history--Carib 


8745 

PUERTO RICO. GOVERNMENT DEVELOPMENT BANK 
FOR PUERTO office of General 
Economics. La le 

para 198 1987: un “sobre—es 
-Crlico? Por | Zalacah. [San 
Juan 1986. 25 1. ill. (Serie de 
inves igaciones economicas del Banco 
Gubernamental de Fomento) 

88-620868 

Economic history--Puerto Rico 
Finance, Public--Puerto Rico 


as 
| 
e 
4 
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8746 
PUERTO RICO. GOVERNMENT DEVELOPMENT BANK 
FOR PUERTO RICO. office of General 
Economics. E] rol de sterencias 
del gobierno de los Estados Unidos en la 
economia de Puerto Rico, por Fernando 


Zalacan. Juan] 1986. 991. ill. 

erie de investigaciones economicas del 
co Gubernamental Fopente 

fiscal relations--United 
tes 

fiscal relations--Puerto 
co 

Economic history--Puerto Rico 


8747 
RHODE ISLAND. DEPT. OF ADMINISTRATION. 
Division of Plannin Rhode Island 
‘employment forecasts, Year 2010 - the 
State, cities and towns, and analysis 
zones [by Joyce te ols Providence, 1987. 
(Technical 127 
88-620849 


forecasting--statistics--Rhode 
Island 


8748 
RHODE ISLAND. DEPT. OF ADMINISTRATION. 
Division of Pl . Scituate Reservoir 
watershe Srictes plan; waste water 
management districts; a starting poi 
Scott Millar with assistance from 
Lavalle] Providence, 1987. various 
pagings. ill. (Report 62) 


vonage disposal in the ground--Rhode 
slan 
Septic tanks--Rhode Island 


8749 

RHODE ISLAND. DEPT. OF ADMINISTRATION. 
Division of Planning. Telecommunications 

evices : State government 
accessibility et: Jeanne M. Panarace] 
Providence 1987] ii, 11 p. + 
57) 

te guide plan element 231. 


Telecommunications devices for the deaf-- 
Rhode Island 
Deaf--services for--Rhode Island 


8750 
RHODE ISLAND. DEPT. OF ADMINISTRATION. 
Division of Plannin Travel model 
analysis of 1-195 improvements using a 
subarea network [by Olumide A. Adeyinka] 


Providence, 1987. viii, 58, A 10 p. ill. 
(Technical paper 128) 


Traffic flow--Rhode Island--Providence 
Express highways--Rhode Island--Providence 


8751 
SOUTH CAROLINA. ALCOHOLIC BEVERAGE CONTROL 
Columbia] State Budget and Control Board. 


p. ill. 
Report year ends June 30. 


Liquor problem--South Carolina 
8752 


SOUTH CAROLINA. ARTS COMMISSION. Annual 
re ort. 1986/87. (columbiat State Budget 
Control Board. 
79-176956 


Art commissions--South Carolina 


8753 
SOUTH CAROLINA. CHILDREN'S FOSTER CARE 
REVIEW BOARD SYSTEM. Annual report. 
1986/87. [Columbia] State Budget and 
Control Board. 38 p. ill. 
84-645521 
Foster home care--South Carolina 


8754 
SOUTH CAROLINA. CONFEDERATE RELIC ROOM AND 
MUSEUM, Columbia. Annual eos ged 
and Control Board 


Museums--South Carolina—-Columbia 


8755 
CAROLINA. DEPT ONS. 
Annual gs 1986/87. State 
Budget and Control Board. 139 p. il. 
Report year ends June 30. 


cesses 
Corrections--South Carolina 


8756 
SOUTH CAROLINA. DEPT. OF EDUCATION. Office 
of Research. South 
testing program; repor 
fcolanbiel Vv, 146 (Report 
series 94) 

77-644141 

Educational tests and measurements--South 
Carolina 


8757 
SOUTH CAROLINA. DEPT. OF EDUCATION. Offi 
of Research. Management Informa tion 
Section. Enrollment projections for South 
Carolina schools. 1988-93. Columbia. 
v, 33 p. ill. (Report series 92 
79-642806 


School attendance--statistics-—-South 
Carolina 


8758 
SOUTH CAROLINA. GENERAL ASSEMBLY. House of 
Representatives. Journal. 107th General 


ssem 2 regular session, 1987. 
[Columbia} 4v. 
55-46513 


Legislative journals--South Carolina 
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8759 
SOUTH CAROLINA. GENERAL ASSEMBLY. Senate. 
Journal. 107th General Assembly, 
regular session, 1987. 2v. 
Legislative journals--South Carolina 


SOUTH -—— LEGISLATIVE AUDIT COUNCIL. 
Annual r vg 1986/87. [Columbia] State 
Budget and Control —— 17 p. 
eport year ends June 30. 
85-651462 
Legislative auditing--South Carolina 
Legislative oversight--South Carolina 


8761 
SOUTH CAROLINA. MUSEUM COMMISSION. Annual 
report. 1986/87. [Columbia] State Budget 
and Control Board. 52 p. ill. 
Report year ends June 30. 
78-645620 
Museums--South Carolina 


8762 
SOUTH CAROLINA. OFFICE OF THE GOVERNOR. 
Highway Safety Program. 1988 highwa 
y funding guidelines. Columbia [1987 


Traffic safety--South Carolina 


SOUTH CAROLINA. onFice OF THE GOVERNOR. 
Hi pee Safety Program. South Carolina 
highw y plan. 1983/84, 1987/88. 
[columbia] ey. 

82-645996 


Traffic safety--South Carolina 
Highway planning--South Carolina 


8764 
SOUTH CAROLINA. SECOND INJURY FUND. Annual 


IN 
report. 1986/87. [Columbia] State Budget 
and Control Board. 25 p. 


83-644581 
Workers' compensation--South Carolina 


8765 
SOUTH CAROLINA. SOUTH CAROLINA STATE 
COLLEGE, Orangebur Annual report. 
1986/87. (Columbia State Budget and 
Control Board. 
Report year ‘hae 30. 


State universities and colleges--South 
Carolina--Orangeburg 


8766 
SOUTH CAROLINA. STATE DEPT. MENTAL 
HEALTH. Annual reper. 1986/87. 
ho Budget and Control Board. 273 p. 


82-644101 
Mental health--South Carolina 


8767 
SOUTH CAROLINA. STATE DEPT. 
RETARDATION. Annual report. “5/87, 
State Budget an 


75-615692 
Mentally handicapped--South Carolina 


SOUTH CAROLINA. STATE ELECTION COMMISSION. 
Annual report. 14th; 1986/87. [Columbia] 
rm Budget and Control Board. 439 p. 


75-645318 
Elections--South Carolina 
Voting--South Carolina 


769 
SOUTH CAROLINA. STATE LIBRARY, Colusbia. 
South Carolina public librar nnua 
summary. 1986/87. Columbia. 
p 


82-646060 
statistics--South Carolina 
libraries--statistics--South 
arolina 


SOUTH CAROLINA. Court urt 
reporter manual, ste of South Carolina 
as a September 9, 1987. [Columbia, 
1987] v, 38, 

over title. S.C. court reporter 
manual] 

88-620848 

Law reporte rs--handbooks, manuals, etc.-- 
South Carolina 


8771 
SOUTH CAROLINA. TREASURY. Annual report. 
1986/87. Budget and 
Control Board. 81 p. ill 
Report ng ends June 30. 
10-33115 
Finance, Public--South Carolina 


SOUTH DAKOTA 


8772 
STATION, Broo . Grass seed production: 
uldelines y E. Twidwell and o 


16 ill. 
(clincular] 


Grass seed--South Dakota 


8773 
SOUTH DAKOTA. AGRICULTURAL EXPERIMENT 
STATION, Brook . South Dakota soybean 


961-1986 


an 
Malo and bal 
Brookin Pe 15 p. ill. 
b{ulletin 


Soybean--South Dakota 


43 
a \ 
: 
2 
‘ 
| 
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8774 
SOUTH DAKOTA. BOARD OF REGENTS. Higher 
education enrollment information. Fall 
1987. [Pierre] vi, 32 p. ill. annual. 
75-646383 
College attendance--statistics--South 
Dakota 


8775 
SOUTH DAKOTA. DEPT. OF LEGISLATIVE AUDIT. 
Board of Charities and Corrections, Custer 
State Hospital, audit report, fiscal * a 
ended June 30, 1986. Pierre |1987] 2 


Legislative auditing--South Dakota 


8776 
SOUTH DAKOTA. DEPT. OF LEGISLATIVE AUDIT. 
Board of Charities and Corrections, Youth 
Forestry — audit report, fiscal year 
ed June 30, 1986. Pierre [1987] 26 p. 


Legislative auditing--South Dakota 


8777 
SOUTH DAKOTA. DEPT. OF LEGISLATIVE AUDIT. 
Brookings County, audit report, years 
ended December 31, 1986 and 1985. Pierre 
[1987] 35 p. 


Legislative auditing--South Dakota 


8778 
SOUTH DAKOTA. DEPT. OF LEGISLATIVE AUDIT. 
Brown County, audit report, years ended 
December 31, 1986 and 1985. Pierre [1987] 
38 p. 


Legislative auditing--South Dakota 


8779 
SOUTH DAKOTA. DEPT. OF LEGISLATIVE AUDIT. 
Carthage school district no. 48-2, audit 
report, fiscal years ended June 30, 1987 
and 1986. Pierre [1987] 24 p. 


Legislative auditing--South Dakota 


8780 
SOUTH DAKOTA. DEPT. OF LEGISLATIVE AUDIT. 
Corsica school district no. 21-2, audit 
report, fiscal years ended June 30, 1987 
and 1986. Pierre [1987] 34 p. 


Legislative auditing--South Dakota 


8781 
SOUTH DAKOTA. DEPT. OF LEGISLATIVE AUDIT. 
Davison County, audit report, years ended 
_—— 31, 1986 and 1985. Pierre [1987] 

p. 

Legislative auditing--South Dakota 

8782 
SOUTH DAKOTA. DEPT. OF LEGISLATIVE AUDIT. 
Minnehaha County, audit report, year ended 
December 31, 1986. Pierre [1987] 24 p. 


Legislative auditing--South Dakota 


8783 
SOUTH DAKOTA. DEPT. OF LEGISLATIVE AUDIT. 
Northwest no. 52-3, audit 


report, fiscal 30, 1987 
and 1986. Pierre. 2 


Legislative auditing--South Dakota 


8784 

SOUTH DAKOTA. DEPT. OF LEGISLATIVE AUDIT. 

Spink County, audit report, years ended 

gpeasber 31, 1986 and 1985. Pierre [1987] 


Legislative auditing--South Dakota 


SOUTH DAK IF LEGISLATIVE AUD 
pon district no. 1-2 


= rt, fiscal years ended June 30, 1987 
1986. Pierre [1987] 32 p. 


Legislative auditing--South Dakota 


8786 

so DAKOTA. DEPT. OF LEGISLATIVE AUDET 

Sully County, audit report, years en ied 

— 31, 1986 and 1985. Pierre [1987] 
p. 


Legislative auditing--South Dakota 


8787 
SOUTH DAKOTA. DEPT. OF LEGISLATIVE 
Union County, audit report, years 
— 31, 1986 and 1985. Pierre 
p 


Legislative auditing--South Dakota 


8788 
SOUTH DAKOTA. DEPT. = TRANSPORTATION. 
Division of Planning. Speed study. 1987. 
repare n with Federal 
Hig way [Pierre. 9] 1. 


75-650028 
Carolina 


8789 
SOUTH DAKOTA. DIVISION OF FORESTRY. 
Honeysuckle aphid damage evaluation and 
statewide distribution for 1987, prepared 
7 Richard Dorset. [Pierre] 1987. 17 p. 
1. (South Dakota forest pest 
survey 87-1) 


and pests--South 
Dako 


8790 
SOUTH DAKOTA. GOVERNOR'S OFFICE OF 
South Dakota 1988 
directory of deyeloppent 
corporations. Pierre [n.d.] 4, 49 p. ; 


Community development--directories—-South 
Dakota 


783 
ended 3 
[1987] 
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8791 
SOUTH DAKOTA. HOUSING DEVELOPMENT 
AUTHORITY. Annual report. 1986/87. 
(Pierre) 28 p. ill. 
75-644052 


Housing--South Carolina 
Housing authorities --Gouth Carolina 


SOUTH DAKOTA. LAWS, “STATUTES, ETC. Laws 
relating to nursing, practice and 
education with rules and regulations. 
ne Falls] Board of Nursing, 1987. 


88-620884 
Nursing--law and legislation--South Dakota 


8793 
SOUTH DAKOTA. DAKOTA STATE 
UNIVERSITY, Brooki Coo erative 
Extension Service. 4- ves oc mg ing 
ide [by J.A. minyard and others] Rev. 
Threokings} 1987. 24 p. ill. (4-H 16) 


Four-H club projects 


8794 
SOUTH DAKOTA. SOUTH DAKOTA STATE 
UNIVERSITY, Brookin 8. erative 
Extension "Servic ibitin 
suggestions ex roo ; 
ad? p. ill. (4-H 116A) 


Four-H club projects 


8795 
SOUTH DAKOTA. SOUTH DAKOTA STATE 
UNIVERSITY, Brookings. Cooperative 
Extension Service. Discovering thin: 


0. rooKings, n.d. p. in. 
(4-H1120) 


Four-H club projects 


8796 
SOUTH peers. SOUTH DAKOTA STATE 
UNIVERSIT 


Extensor ce. ou 


goo 
rself [by Robert Hughes, Sr Brookings. 
p. i. ( (EC 778) 


Parenting 
Single parents 


8797 
SOUTH DAKOTA. SOUTH DAKOTA STATE 
UNIVERSITY, Brookings. Cooperative 
Extension Service. Friends md 
[by Robert Jr. Brookings, n.d. 
] p. ill. (EC 781) 


Parenting 
Single parents 


8798 
SOUTH DAKOTA. SOUTH DAKOTA STATE 
UNIVERSITY, Brookings. Cooperative 
Service. Kids in char ge; youth 
book, epared by Ruth I. Harmelink. 
68 p. ill. (4-H 436) 


Four-H club projects 


8799 
SOUTH DAKOTA. SOUTH DAKOTA STATE 
UNIVERSITY, Brookings. Cooperative 
Extension Service. Managing stress, [by aging tress 
ill. “EC 780 


Parenting 
Single parents 


8800 
SOUTH DAKOTA. SOUTH DAKOTA STATE 
UNIVERSITY, Brooking s. Cooperative 
nsion Sei ce. om 
work in South D akota, 1986 sloyi Ron 
Thaden. [Brookings, n.d.] 8 p. ill. 
(EC 783) 


Agricultural machinery--South Dakota 


8801 
SOUTH penerts. SOUTH DAKOTA STATE 
UNIVERSITY, ooki 

Extension Se ae ou armlan 
rice trends and by] Larry 
anssen. 1987. 6] p. ill. 
(Economics newsletter 256) 


Farms--valuation--South Dakota 


8802 
SOUTH DAKOTA. SOUTH DAKOTA STATE 
UNIVERSITY, Brookings. Cooperative 
Extension Service. 
‘alone [by Robert Hu: es, ings, 
n.d. 3] p. ill. (EC 779)" 


Parenting 
Single parents 


8803 
SOUTH DAKOTA. SOUTH DAKOTA STATE 


UNIVERSITY, Brookings. Cooperative 
Extension Service, pen, the 
n.d.] unpaged. ill. (EC 782) 


Parenting 
Single parents 


8804 

SOUTH DAKOTA. STATE GEOLOGICAL SURVEY. 
Geology and water resources of Deuel and 
Hamlin Counties, South Dakota. Pt. 1. 
Geology, by Dennis R. Beissel and Jay P. 
Gilbertson. Prepared in cooperation with 
the U.S. Geological Survey, East Dakota 
Conservancy Sub-District and Deuel and 
Hamlin Counties. Vermillion, Science 
Center, University of South Dakota, 7 
iv, 41 p. ill. (Bulletin 27) 


Geology--South Dakota--Deuel Count 
Geology--South Dakota--Hamlin County 


1. 
8 


Monthly Checklist of State Publications Vol. 79, no. 5 


8805 

SOUTH DAKOTA. STATE GEOLOGICAL SURVEY. 
Geology and water resources of Hand and 
Hyde Counties, South Dakota. Pt. 1. 
Geology, by Ronald and George E. 
Duchossois. Prepared in cooperation with 
the U.S. Geological Survey, Oahe 
Conservancy Sub-District and Hand and Hyde 
Counties. Vermillion, Science Center, 
University of South Dakota, 1987. 
iv, 46 p. ill. (Bulletin 28) 


Geology--South Dakota--Hand County 
Geology--South Dakota--Hyde County 


8806 
SOUTH DAKOTA. STATE GEOLOGICAL SURVEY. 
Recorded earthquakes in South Dakota, 
1872-1986, by R.D. Arney, D.F. Blankenau, 
ond R.H. Hammond. [Pierre] 1987. [4] p. 


Earthquakes--South Dakota 


8807 
SOUTH DAKOTA. STATE LEGISLATIVE RESEARCH 
COUNCIL. An analysis of government 
purchasing statutes as they apply to 
contracting for essential services [by 
Doug Decker. Pierre, 1987] 4 p. (Issue 
memorandum 87-11) 


Government purchasing--South Dakota 


8808 
SOUTH DAKOTA. STATE LEGISLATIVE RESEARCH 
COUNCIL. Fifteen-year comparison of 


appropriations for State aid to elemen 
and second education, explanation o 
two historic tables [by Mark Zickrick. 
Pierre] 1987. 7 p. (Staff memorandum) 


State aid to education--South Dakota 


8809 
SOUTH DAKOTA. STATE LEGISLATIVE RESEARCH 
COUNCIL. Mandatory motor vehicle financial 
responsibility [by David L. Ortbahn. 
Pierre, 1987] 6p. ill. (Issue 
memorandum 87-12) 


Insurance, Automobile--South Dakota 


8810 
SOUTH DAKOTA. STATE LEGISLATIVE RESEARCH 
COUNCIL. South Dakota centennial 
celebration [by Mark Zickrick. Pierre, 
1987] 4 p. (Issue memorandum 87-9) 


Statehood (American politics)--centennial 
celebrations, etc.--South Dakota 


8811 
SOUTH DAKOTA. STATE LEGISLATIVE RESEARCH 
COUNCIL. The South Dakota Communit 
Foundation [by Dale Bertsch. Pierre, 198 

4 p. (Issue memorandum 87-13) 


Charitable uses, trusts, and foundations-- 
South Dakota 
Grants-in-aid--South Dakota 


8812 
SOUTH DAKOTA. STATE LEGISLATIVE RESEARCH 
COUNCIL. The South Dakota lotte [by 
Scott C. Peterson. Pierre, 1987] 3 p. 
(Issue memorandum 87-10) 


Lotteries--South Dakota 


8813 
SOUTH DAKOTA. UNIVERSITY OF SOUTH DAKOT. 
Vermillion. LD. Weeks Library: Select 

sto ou akota ate documents 
received in the I.D. Weeks Library. 
[Vermillion] 1987. [4] p. 


State publications--South Dakota $ 
TENNESSEE 


8814 
TENNESSEE. DEPT. OF CORRECTION. Annual 
report. 1986/87. Prepared by Planning and 
Research Section. [Nashville] 86 p. ill. 
59-62920 
Corrections--Tennessee 


8815 
TENNESSEE. DIVISION OF STATE AUDIT. Audit 
report, Bristol Nursing Home, Inc....cost 
report for the period October 1, 
through September 30, 1985, and pa 
accounts for the period October 1, 1984, 
through December 31, 1985. |[Nashville, 
1988] 11 p. 


Auditing--Tennessee 


8816 
TENNESSEE. DIVISION OF STATE AUDIT. Audit 
report, Crockett County Nursing Home, 
Inc....cost report and patient accounts 
for the 4 April 1, 1986, through 
March 31, 1987. (Nashville, 1988] 5 p. 


Auditing--Tennessee 


8817 
TENNESSEE. DIVISION OF STATE AUDIT. Audit 
report, Department of Agriculture...for 
the year ended June 30, 1987. Nashville 
[1988] v, 19 p. ill. 


Auditing--Tennessee 


8818 
TENNESSEE. DIVISION OF STATE AUDIT. Audit 
report, Department of Economic and 
Community Development...for the year ended 
tS a 30, 1987. Nashville [1988] ii, 10 p. 


Auditing--Tennessee 
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8819 
TENNESSEE. DIVISION OF STATE AUDIT. Audit 
report, Farragut Health Care Center 
Ltd....cost report for the perio 
October 1, 1985, through June 30, 1986, 
and patient accounts for the _ period 
October 1, 1985, through April 30, 1987. 
(Nashville, 1988] 8 p. 


Auditing--Tennessee 


8820 
TENNESSEE. DIVISION OF STATE AUDIT. Audit 
report, Futuristic, Inc., subcontractor of 
Clinch-Powell Educational Cooperative, 
subcontractor of Walters State Communit 
College, service delivery area 2, Jo 
training rtnership act, Title II-A adult 
and youth programs, for the period 
July 16, 1984, through June 30, 1985. 
(Nashville, 1988] 5 p. 


Auditing--Tennessee 


8821 

TENNESSEE. DIVISION OF STATE AUDIT. Audit 
report, Henry County Nursing and Rest 
Home...cost report for the ao July 1, 
1986, through June 30, 1987, and patient 
accounts for the aig July 1, 1986, 
September 30, 1987. lwashville, 
1988] 5 p. 


Auditing--Tennessee 


8822 
TENNESSEE. DIVISION OF STATE AUDIT. Audit 
report, Lake City Health Care Center, 


Ltd....cost report for the riod July 1, 

1985, throu June 30, 1986, and patient 

accounts for the period July 1, 1985 

through March 31, 1987. [Nashville, 1988] 
p. 


Auditing--Tennessee 


8823 

TENNESSEE. DIVISION OF STATE AUDIT. Audit 
report, Morristown Area Chamber of 
Commerce, subcontractor of Walters State 
Community College, service delivery 
area 2, Job training partnership act, 
Title II-A adult and youth programs, for 
the period July 1, 1984, through June 30, 
1985. [Nashville, 1988] 10 p. 


Auditing--Tennessee 


8824 
TENNESSEE. DIVISION OF STATE AUDIT. Audit 
report, South Central Human Resource 
Agency...for the period October 1, 1984 
t — June 30, 1986. [Nashville, 1988] 
Vv, p. 


Auditing--Tennessee 


8825 
TENNESSEE. DIVISION OF STATE AUDIT. Audit 
report, South Central Tennessee 
Development District...for the year ended 
June 30, 1986. [Nashville, 1988] iv, 43 p. 


Auditing--Tennessee 


8826 
TENNESSEE. DIVISION OF STATE AUDIT. Audit 
report, Southwood Health Care, Inc....home 
office cost report for the period 


anuary 1 thr ugh December 31, 1986. 
Nashville, 1988} p. 


Auditing--Tennessee 


8827 

TENNESSEE. DIVISION OF STATE AUDIT. Audit 

report, State Board of Regents, East 

Tennessee State University...for the ye 

oo June 30, 1987. [Nashville, 1 88] 
p. 


Auditing--Tennessee 


8828 
TENNESSEE. DIVISION OF STATE AUDIT. Audit 
report, State Board of Regents, Middle 


Tennessee State University...ffor the ye 
June 30, 1987. ashville, 1988} 


p. 
Auditing--Tennessee 


8829 
TENNESSEE. DIVISION QF STATE AUDIT. Audit 
report, State Board of Regents, Tennessee 


= June 30, 1987. ashville, 1 88] 
p. 


Auditing--Tennessee 


8830 
TENNESSEE. DIVISION OF STATE AUDIT. Audit 
report, State Funding Board, Sewage 
Treatment Facilities Fund...for the year 
Jame 30, 1987. Nashville [1988] 
3 p. 


Auditing--Tennessee 


8831 
TENNESSEE. DIVISION OF STATE AUDIT. Audit 
Tennessee Commission on Aging. 
1986/87. Nashville. iii, 


271 
Auditing--Tennessee 


8832 
TENNESSEE. DIVISION OF STATE AUDIT. Audit 
report, Tennessee Local Development 
Authority...for the year ended June 30, 
1987. Nashville [1988] 17 p. ill. 


Auditing--Tennessee 


: 
i 
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8833 
TENNESSEE. DIVISION OF STATE AUDIT. Audit 
report, Tennessee State School Bond 
Authority...for the year ended June 30, 
1987. Nashville 1988] 21 p. 


Auditing--Tennessee 


8834 
TENNESSEE. DIVISION OF STATE AUDIT. Audi 
report, Tennessee State School Bon 
Authority Fund...for the year ended 
Sa 30, 1984. [Nashville, 1985] 171. 


Auditing--Tennessee 


8835 
TENNESSEE. DIVISION OF STATE AUDIT. Audit 
report, Student Assistance 
Corporation...for year ended June 30, 
1987. Nashville [1988] iii, 14 p. ill. 


Auditing--Tennessee 


8836 
TENNESSEE. DIVISION OF STATE AUDIT. Audit 
report, Tri-County Convalescent Home 
Inc....cost report for the erio 
December 1, 1985, through eo 

1986, and patient accounts i the period 
December 1, 1985, aaa June 11, 
(Nashville, 1988] 8 


Auditing--Tennessee 


8837 
TENNESSEE. DIVISION OF STATE AUDIT. 
Performance audit, Children's Services 
Commission follow-up report. [Nashville] 
1988. 34 p. 


Child welfare--Tennessee 
Sunset reviews of government programs-—- 
Tennessee 


TENNESSEE. HOUSING DEVELOPMENT AGENCY. 
Annual report. 1986/87. [Nashville] 32 p. 


‘Report year ends June 30. 
80-648157 
Housing authorities—-Tennessee 


sys Annual report. 1986/87 
Knoxville, University Relations, 
——w of Tennessee] 52 p. ill. 

Has also a atinetive title: 
Celebrating the future. 


8839 


State universities and colleges--Tennessee 
TEXAS 
TEXAS. ADJUTANT GENERAL'S DEPT. Annual 
report. 1986/87. [Austin] 59 p. ill. 
Report year ends A 
Military departments and 


8841 


TEXAS. AGRICULTURAL EXPERIMENT STATI 
College Station. Peach evaluations 
College Station, — 1966-19 
David Byrne Baco: Colles 
atio 1988. p ll. (Plrogrese] 
r{eport]-4542) 


Peach--Texas 


8842 
TEXAS. AGRICULTURAL EXPERIMENT STATION, 
Colle Station. The Texas High Plains: 
atjustncnte to changing economic and 
resource conditions. 1970-85 by, 


Vernon D. Lansford, W. L. Harman 
[College Station, n. d. 


(M[Liscellaneous 
88-620936 
Agriculture--economic aspects--history-- 
Texas 


EXPERIMENT STATION, 
colle, e ation Water conservation in 
urban TJandscapes. [College Station, n. d.] 


unpa 

a in cooperation with the Texas 
Water Resources Institute, Texas A&M 
University. 


Water conservation--Texas 


TEXAS. AGRICULTURAL EXPERIMENT STATION, 

lie e Station. Dept. of Agricultural 

namic programming model o 

the production for east- 

central Illinois [by] James W 
others] 

(Departmental information Fegert DIR 87-1) 
Staff paper series SP-1 


Corn--Illinois 
Agriculture--mathematical models--Illinois 


8845 
TEXAS. ANGELO STATE UNIVERSITY, oak 
Ado financial report. 1986787. 


Cover title: Financial report. 
Report year ends Aug. 31. 


State universities and colleges--finance-- 
Texas--San Angelo 


8846 
TEXAS. BOARD OF PRIVATE INVESTIGATORS AND 
PRIVATE SECURITY AGENCIES. Annual report. 
1983/84. Austin. 25 p. 


Report year ends Aug. 2 
844631 
Police, Private--Texas 


8847 
TEXAS. BRAZOS RIVER AUTHORITY. 
Com Compronensive annual report. 
87. Waco. XXVIII, 66 p. ill. 
Report year ends. "31. 


Auditing--Texas 


787 
— 
8843 
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8848 
TEXAS. BUREAU OF MATERNAL AND CHILD 
HEALTH. Maternal and child health services 
Hi Texas, 1986. [Austin, n. d.] iii, 47 p. 


88-620937 
health services--statistics-—- 
exas 
Child health services--statistics—-Texas 


8849 
TEXAS. BUREAU OF MATERNAL AND CHILD 
HEALTH. Vision Hiearin and Speech 
Services. u reen ng 
Chniques. (Rev. 1987). vii, 79 p 


Audiometry--handbooks, manuals, etc. 


8850 
TEXAS. COMMISSION ON ALCOHOLISM. Audited 
financial report, Texas Commission on 
Alcoholism...year ended August 31, 1985 
Leslie P. Ashton and others] Austin 


1987] 61 p. 

: Texas Commission on 
Alcoholism _ year 1985 audited 
financial report 


Auditing--Texas 


8851 
TEXAS. COMMISSION ON JAIL STANDARDS. 
Annual report to the Governor, Lieutenant 
cewetest. and Speaker of the House of 
Texas. 11th; Jan. 31, 


988. {Austin] 1 
80-644695 
Prison administration--Texas 


8852 

TEXAS. COMPTROLLER'S OFFICE. Boat dealers 
and buyers. [Rev. Austin, 1987] folder. 
(Comptroller of public accounts 
publication #96-133) 

Tax facts. 

Available from: Comptroller of ores 
Accounts, Tax Publications, 111 E. 
17th Street, Austin, TX 78774. 


Boats and boating--taxation--Texas 


8853 

TEXAS. COMPTROLLER'S OFFICE. Bingo books 
and records manual. (Austin, 1987] 21 p. 
(Comptroller of public accounts 
publication #96-262) 

Available from: Comptroller of Te 
Accounts, Tax Publications, 111 E. 
17th Street, Austin, TX 78774. 


Bingo--Texas 


Government paperwork--handbooks, manuals, 
etc.--Texas 


8854 
TEXAS. OFFICE. The crude 
tax report tape rting system. [Re 
Austin, 1987] 24 p. *“[Comptrolier. of public 
accounts [publication #96-253) 
Cover title: Taxpayer's guide to: the 
pel oi] tax report tape reporting 


from: Comptroller of 
Accounts, Tax Publ a 
17th Street, pg TX 78774 


Petroleum--taxation--Texas 


Government paperwork--handbooks, manuals, 
etc.--Texas 


8855 
TEXAS. COMPTROLLER'S OFFICE. Moving, to 
Texas? [Rev. Austin, 1987] der 
(Comptroller of public 
publication #96-111) 

Tax facts. 

Available from: Comptroller of trea 
Accounts, Tax Publications, 111E 
17th Street, Austin, TX 78774 


Taxation--Texas 


8856 

ee. COMPTROLLER'S OFFICE. Your tax 
dollars. [Rev. Austin, 1987] folder. 
(Comptroller of public accounts 
publication #96-140 

Available from: Comptroller of tre 3 
Accounts, Tax Publications, 111 E 
17th Street, Austin, TX 78774. 


Taxation--Texas 


8857 
TEXAS. CRIMINAL JUSTICE DIVISION. 
Guidelines and standards for Texas prison 
facility construction, operation, and 
location [by Jim Arnold, Crai 
Casselberry, and David X. Young. Austin 


1987. 42 1. 

88-620970 
Prison administration--Texas 
Prisons--construction--Texas 


8858 
TEXAS. DEPT. OF AGRICULTURE. Annual 
—_— report. 1986/87. Austin. 121 1. 


Report year ends Aug. 


31. 
73-643959 
Agriculture--Texas 


TEXAS. DEPT. OF AGRICULTURE, Development 
prospects for Fisher County, Texas; a 
report to the Fisher County Economic 
Development Commission [by] e [Fisher 
Economic Development Resource 
Team. Austin, 1988. vi, 32 p. ill. 

Issued in cooperation with the Fisher 
County Economic Development Commission. 


Economic development--Texas--Fisher County 


788 
Wicks 
7 
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8860 

TEXAS. DEPT. OF AGRICULTURE. A de to 
the Texas Agricultural azard 
communication law: right-to-know. [Austin, 
1987?] 12 p. ill. 

Issued in cooperation with the 
Agricultural Extension Service, Texas 
A & M University. : 


Agriculture--safety measures--Texas 
Industrial safety--Texas 


8861 
TEXAS. DEPT. OF AGRICULTURE. Laws 
administered by the Texas Department of 
Agriculture. Austin [n. d. 2] p. ill. 


Agriculture--Texas 


8862 
TEXAS. DEPT. OF -AGRICULTURE. Texas 
certified seed directory. 1987. [Austin] 
47 p. annual. 


74-642048 
Seed industry and trade--directories-- 
Texas 


8863 
TEXAS. DEPT. OF AGRICULTURE. 
Natural Resources. Least cost energy for 
agriculture: recommendations for ener 
conservation and load management. [Austin 
1987. 76 p. 


Agriculture--energy conservation--Texas 


8864 
TEXAS. DEPT. OF HEALTH. Impact of cancer 
on Texas. 4th ed. [Austin, 1987] 
vii, 79 p. ill. 
Issued in cooperation with the 
University of Texas M. D. Anderson 
Hospital and Tumor Houston. 


Cancer--statistics--Texas 


8865 
rer pDEPT. QF HEALTH. Scabies. (Austin, 


Scabies 


8866 
TEXAS. DEPT. OF HEALTH. Oivision of 
Shellfish Sanitation Control. Texas cra 
rules and regulations |adopted by the 


Texas State Board of Health, June 8, 1969] 
Austin [n. d.] 27 p. 


Administrative agencies--rules and 
practice--Texas 

Crabs--Texas 

Fishery processing--Texas 


8867 
TEXAS. DEPT. OF HUMAN SERVICES. Licensing 
Branch. af to day-care 
p. 


Ticensing. [Austin, 19 


Day care centers--licenses--Texas 


TEXAS. DEPT. OF HUMAN SERVICES. Staff 
Division. DHS overvView. 


Public welfare administration--Texas 


8869 

TEXAS. DEPT. OF MENTAL HEALTH AND MENTAL 
RETARDATION. Public Information [services| 
Directory of services. 
63 p. annual. 

Free. 

sn79-1375 

Mentally ill--care and treatment-- 
directories—-Texas 
Mentally handicapped--care and treatment-- 

ctories-—-Texas 


8870 
TEXAS. EDUCATION AGENCY. Driver education 
for Texas schools. [Austin, n. d.] 9 p. 


Automobile driver education--Texas 


8871 
TEXAS. EDUCATION AGENCY. Education 
calendar, 1988: a list of meetings and 
ups. [Austin, unpaged. 
ps. from: Division of Public 
Information, Education Agency, 1701 North 
Congress Avenue, Austin, TX 78701-1494. 


8872 
TEXAS. EDUCATION AGENCY. Texas school 
directory. 1987/88. Austin. xxxv, 281 p. 
ill. annual..- 
$10.00; available from: Publications 
Distribution Office, Education Agen 
1701 North Congress Avenue, Austin, 


78701. 
76-645436 
Education--directories—-Texas 


TEXAS. EDUCATION “AGENCY. Office of 
eputy Commissio 

rogram velopmen Attracting students 
and teachers to the library media center. 


Austin [9987] wi, 26 

$1.00; available from: Publication 
Distribution Office, Education Agenc 
1701 North Congress Avenue, Austin, 
78701-1494. 


Instructional materials centers 


8874 
TEXAS. EMPLOYEES RETIREMENT SYSTEM OF 
TEXAS. ERS: Employees Retirement System of 
Texas: retirement funds, summary financia 
statements for fiscal years endin 
fa — 31, 1986 and 1987. [Austin] 1987. 
older. 


Pension trusts--Texas 
Civil service pensions--Texas 


789 
; 
2 


Monthly Checklist of State Publications Vol. 79, no. 5 


8875 

TEXAS. [FISHERIES DIVISION] 
a 


bay 1975-1986, by James a 5 and 
Gary C. Matlock. Austin, 1987. i, 23 p. 
(Management data series no. 134) 
—-RP-3400-258. 
Available at Texas State Publications 
Clearinghouse and Texas depository 
libraries. 


Fish stocking--Texas 


8876 
TEXAS. FISHERIES [DIVISION] 
Fisheries Branch. Texas Parks and eestee 
Department coastal fisheries plan: FY 1987 
progress and FY 1988 plan. [Austin] 1987. 
34 p. ill. (Texas Parks and Wildlife Dept. 
PWD-RP-3400-56) 

Cover title: Coast fisheries plan, 
1987-88. 

Available at Texas State Publications 
Clearinghouse and Texas depository 
libraries. 


Fishery management--planning--Texas 


8877 
TEXAS. FOREST SERVICE. Southern pine bark 
beetles in the urban environment [by 
R. Scott Cameron. College Station] 1987. 
(7] p. ill. (Circular 274) 


Bark beetles 
Longleaf pine 
8878 


TEXAS. GENERAL LAND OFFICE. The natural 
ber itage of Texas. [Austin, n.d.] 12 p. 


Issued in cooperation with the Texas 
Nature Conservancy. 


Nature conservation--Texas 


8879 
TEXAS. INDUSTRIAL ACCIDENT BOARD. Annual 
report. 1986/87. Austin. 48 p. 
Report year ends aay 31. 
4-641742 
Industrial accidents--Texas 


8880 
TEXAS. JUVENILE PROBATION COMMISSION. 
Annual report. 5th; 1986. Austin. 


ii, 18 p. ill 

85-650595 
Probation--Texas 
Juvenile justice, Administration of--Texas 


1 

TEXAS. LAWS, STATUTES, ETC. Cigarette, 
cigar & tobacco products tax law. [Rev. 
Austin, Comptroller's Office, 1987] 
25, 16 p. (Comptroller. of public accounts 
publication #96-255 

Available from: Comptroller of Public 
Accounts, Tax 111°E. 
17th Street, Austin, TX 78774 


Cigarette tax--law and legislation--Texas 
acco--taxation--law and legislation-- 
exas 


8882 
TEXAS. LAWS, STATUTES, ETC. Cooperative 
marketing associations: Chapter 52, exes 
Agriculture Code administered by the Texas 
Department of Agriculture. [Austin, Dept. 
of Agriculture, n. d.] 22 p. 


griculture, Cooperative--law and 
Texas 


8883 
TEXAS. LAWS, STATUTES, ETC. Information 
and Texas laws concerning racing 
legislation, Senate bill 15. Austin, Dept. 
of Public Safety, 1987. 39 p. 


Racing--law and legislation--Texas 


EXAS. LAWS, STATUTES, ETC. Motor fuels 
tax law. gk Austin, Comptroller's 
Office, Comptroller of public 
accounts on #96-192 ) 

Availa fe from: Comptroller of TP 
Accounts, Tax 111 E 
17th Street, Austin, TX 78774 


Motor fuels--taxation--law and 
legislation--Texas 


8885 

TEXAS. LAWS, STATUTES, om 
tax law. 
omptroller's Offic 
(Comptroller of accounts. 
publication #96-191) 

Available from: ‘Comptroller of 
Accounts, Tax Publications, 
17th Street, Austin, TX 78774. 


Petroleum--taxation--law and legislation-- 

as, Natural~--taxation--law and 
-Texas 


8886 
fei LAWS, STATUTES, ETC. Texas Bingo 
enabling act. [Rev. Austin, Comptroller's 
Office, (Comptroller of public 
accounts lication #96- Pb} 
Available from: Comptroller of Public 
17th Street, Austin, TX 78774 


Bingo--law and legislation--Texas 


8887 
TEXAS. LAWS, STATUTES, ETC. Texas Library 
act and rules for administering 
e Library systems act. Austin, eed 
_——— Division, State Library, 1987. 
5 p. 


Library legislation--Texas 


| 
| 
8884 
ke 
ian 
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8888 
TEXAS. LAWS, STATUTES, ETC. Texas Motor 
vehicle safety res act; 
original act effective January 1, 1952 and 
as amended bey 1987. Austin, Dept. of 
Public Safety [19877] 32 p. 


Traffic safety--law and legislation--Texas 


8889 
TEXAS. LAWS, STATUTES, ETC. Texas venereal 
disease laws & rules and_ regulations. 
(Austin, Dept. of Health, 1987] 18 p. 
On cover: Revised 1985. 


Venereal diseases--law and legislation-- 
Texas 


8890 
TEXAS. LEGISLATIVE COUNCIL. Summary of 
enactments. 70th Legislature, regular & 
1st & 2d called sessions, 1987. [Austin 
254, 76, 30 p. (Information repor 


no. 87-3) 
80-643533 
Bills, Legislative--Texas 


8891 

TEXAS. OIL AND GAS DIVISION. Ruies having 
statewide general application to oil, gas, 
and geothermal resource operations withi 
of Texas. (Rev. Austin, 1987] 
v, p. 
Cover title: Statewide rules for oil, 
gas, and geothermal operations. 

Title on spine: 1 & gas statewide 


88-620939 
Gas industry--Texas 
Petroleum industry and trade--Texas 
Geothermal resources--Texas 
Administrative agencies--rules and 
practice--Texas 


anp, MILDLIFE chret ng 


History Farm, Lyndon B. Johnson State 
(PWD-BK-4506-024C 

Available at Texas State Publications 
Clearinghouse and Texas depository 
libraries. 


Story-telling 


8893 

TEXAS. PARKS AND WILDLIFE DEPT. 
Cooperative project for production of wood 
ducks and black-belli whistling ducks. 
{Austin, n. d.)] folder. (PWD-BR-7100-151) 

Available at Texas State Publications 
Clearinghouse and Texas depository 
libraries. 


Ducks--Texas 


TEXAS. PARKS AND WILDLIFE DEPT. Employee 
handbook, Texas Parks and Wildlife 
Department. [Austin, 1987] 25 p. 
(PWD-BK-5000-8) 

Available at Texas State Publications 
Clearinghouse and Texas depository 
libraries. 


State officials and employees--handbooks, 
manuals, etc.--Texas 


8895 
TEXAS. PARKS AND WILDLIFE DEPT. Fanthorp 
(PWD-LF-4507-114A) 
Available at Texas State Publications 
Clearinghouse and Texas depository 
libraries. 


Historic sites--Texas 


8896 
TEXAS. PARKS AND WILDLIFE DEPT. Hawks and 
owls are our friends, by Jerome Kasten. 
Rev. by Brent Ortego. [Austin, n. d. 3] p. 
ill. (PWD-LF-7100-148) 
Available at Texas State Publications 
Clearinghouse and Texas depository 
libraries. 


Hawks--Texas 
Owls--Texas 


8897 
TEXAS. PARKS AND WILDLIFE DEPT. Lake Bob 
Sandlin State Recreation Area. [Austin, 
n. folder. ill. 4502-117) 

vailable at Texas State Publications 
Clearinghouse and Texas depository 
libraries. 


Recreational areas--Texas 


8898 
TEXAS. PARKS AND WILDLIFE DEPT. Pedernales 
Falls State Park. [Austin, n. d.] folder. 
ill. (PWD-BR-4505-026) 
Available at Texas State Publications 
Clearinghouse and Texas depository 
libraries. 


Parks--Texas 


8899 

TEXAS. PARKS AND WILDLIFE DEPT. Texas fur 
trade: furbearer 
harvest, by Joe Stevens. Rev. by Bruce 
Thompson. n. @ p.. 
(PWD-LF-7100-42) 

Available at Texas State Publications 
Clearinghouse and Texas depository 
libraries. 


Fur-bearing animals—-Texas 
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8900 

TEXAS. PARKS AND WILDLIFE DEPT. Texas Oak 
Trail, Lake Brownwood State Recreation 
Area. [Austin, n.d.] unpaged. ill. 
(PWD-BK-4504-009A 

Available at Texas State Publications 
Clearinghouse and Texas depository 
libraries. 


Nature trails--Texas 


8901 
TEXAS. RURAL WATER TASK FORCE. Protecting 
Texas groundwater: opportunities for State 
and local action [by the Texas Rural Water 
Quality Network Project. Sponsored by the 
Dept. of Agriculture and National 
Demonstration Water Project, Inc. Austin] 
1987. 54 p. ill. 
88-620940 


Water, Underground--Texas 


8902 
TEXAS. STATE BOARD OF PLUMBING EXAMINERS. 
Roster [of] State of Texas licensed master 
and journeyman plumbers and plumb 
inspectors. 1986/87. Austin. unpaged. 
annual. 

Report year ends Aug. 31. 

70-631593 

Plumbers--directories--Texas 


8903 
TEXAS. STATE DEPT. OF HIGHWAYS AND PUBLIC 
TRANSPORTATION. Annual financial report. 
1985/86. [Austin] 67 p. ill. 
Report year ends Aug. Sh. 
1-646546 
Roads--finance--Texas 


8904 
TEXAS. STATE LIBRARY, Austin. Library 
Development Division. Library services an 
construction act, Title I: public library 
services for populations 
grant application guidelines. [Austin] 
1987. various pagings. ill. 


Libraries and the handicapped--Texas 


Library finance--Texas 
Grants-in-aid--Texas 


8905 
TEXAS. STATE LIBRARY, Austin. Local 


Records Division. The inventory and 


ga of records. Austin [n. d] 10 p. 
ill. (Information leaflet no. 14) 


Public records--Texas 
Archives--Texas 


8906 
TEXAS. STATEWIDE HEALTH COORDINATING 
COUNCIL. Appendix A, 1987-88 Texas State 
plan. [Austin, 19867] ii, 275 p. 


87-621261 
Health planning--Texas 


8907 
TEXAS. TEXAS A &M UNIVERSITY, Colle 
Station. De f icultural Economics. 
ssues of nonfarm equity 
financing agriculture, by. J. 
Lowenberg-DeBoer [and others. College 
eon) 987. 32 p. (Faculty paper series 


Agriculture--economic aspects 
Agricultural credit 


8908 

TEXAS. TEXAS A &M UNIVERSITY, Coll 
Station. Dept. of Agricultural Eco cs. 

onsumer/re evel, ra 
ana} Thomas L. orieder. 
1987. 21 1. paper series 
FP 87-20) 

Series no. corrected in mss. 


Consumers' preferences 
Beef industry 


8909 
TEXAS. TEXAS A & M_ UNIVERSITY, Colle 


roceedings, nnua ymposium on 
Instrumentation for the essen 
Industries. 40th; 1985. Sponsored in 
cooperation with the Office of Continuing 
Education, Texas A & M University. College 
Station. vii, 87 p. ill. 
Available from: Instrument Society of 
America, 67 Alexander Rive, 
—, Research Triangle Park, NC 


77-91891 
Chemical engineering--apparatus and 
supplies—-congresses 
Chemical industry--congresses 
Physical measurements--congresses 
Symposium on Instrumentation for the 
Process Industries (Texas) 


8910 
TEXAS. TEXAS A & M UNIVERSITY, 11, 
tation. Real Estate Center. Annua 
report. Ollege Station] 
1 cassette 2 1/2 x 4 in. 


Real } 
Researc nstitutes--Texas--College 
Station 


8911 
TEXAS. TEXAS A & M UNIVERSITY, College 
Station. Real Estate Center. Evaluating 
and structuring a homeowners insurance 
[by] Judon Fambrough. College 


tation [n. d.] 19 p. ill. (Solutions 
through research) 


Insurance, Homeowners 


AS 
q 
oe 
pak tation. Dept. of Chemical Engineering. 
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TEXAS. TEXAS A & Me 


Station. Real Estate aa “tate 
36D Og. ollege 1986? 


State publications--Texas 
Real estate business--bibliography 


8913 
TEXAS. TEXAS HIGHER EDUCATION 
BOARD. Transfer of credit policies qua 
curricula of the Texas Higher Education 
Board. [Austin] 1988. 
Vv, 


College credits--Texas 
Transfer students--Texas 


8914 


Conservation Laboratory. The care oO 
basket: collections [by] Nancy Odegaard. 
(Austin) [4] p. ill. (Conservation 
no. 
available from: Publications 
Distribution, Texas Memorial Museun, 


University of Texas at Austin, 
2400 Trinity, Austin, TX 78705. 


Basketwo 


rk 
Antiquities—-collection and preservation 


8915 
TEXAS. TEXAS MEMORIAL MUSEUM. ‘ter: 
Conservation ng oF Curatorial care 
re) materials. Pt. 1. 

Fenned. objec {by] Paul S. Storch. 
[Austin] 1987. p. ill. (Conservation 
notes no. 17) 

i 00: available from: cations 

stribu 
2400 Trinity. hata TX 78705. 


Hides and skins 
Antiquities--collection and preservation 


8916 

TEXAS. TEXAS RIAL MUSEUM. 
Conservation Laborato Curatorial care 
and handling of skin materials. Pt. 2. 
Semi-tanned objects [ by] Paul S. Storch. 
{Austin] 1987. [4] p. ill. (Conservation 
notes no. 18) 

$1.00; available from: Publications 
Distribution, Texas Memorial Museum, 
University of ‘oe at Austin, 
2400 Trinity, Austin, TX 78705. 


Hides and skins 
Antiquities--collection and preservation 


8917 
TEXAS. TEXAS MEMORIAL Materials 
Conservation Laborato a care 
ons: a review 


matting and hingin b Nancy aval 
notes no. 1 

$1.00; available from: Publications 
Distribution, Texas Memorial Museum, 
University of Texas at Austin, 
2400 Trinity, Austin, TX 78705. 


Art--conservation and restoration 
Antiquities--collection and preservation 


8918 
TEXAS. TEXAS TECH ’ Lubbock. 
Wildlife men 
nagemen Sagrass rangeland w 
prescribed fire Tby Carlton M. Britton and 
others. Lubbock] 1987. folder. ill. 
(Management note 12) 
exas Tech University. College of 
Agricultural Sciences. Contribution 
no. T-9-481. 


Tobosa grass 
Prescribed burning 


TEXAS. TEXAS TECH UNIVERSITY, 
and Wildlife men’ 

anagemen waste or waterfow 
winterin the High Plains 
Guy A. Baldassarre and Eric G. Bolen. 
Lubbock] 1987. [3] p. ill. (Management 
note 13) 

Texas Tech University. College of 
Agricultural Sciences. Contribution 
no. T-9-504. 


Waterfowl-~Texas 
Wildlife management--Texas 


8920 
TEXAS. TEXAS TRANSPORTATION 


INSTITUTE, 
College Station. Asphalt additives for 
Increased pavement flexibility, by Joe W. 


Button and Dallas N. Little. Sponsored by 
State Dept. of Highways and hase deral 
Transportation in coo 
Highway Administrati 

Station, 1987. vi, 214 p. ill. 
report 471-2F) 

Available from: National Technical 
Information Service, 5285 Port Royal Road, 
ield, Virginia 22161. 

A/TX-87/471-2F. 


Pavements, Asphalt 


793 
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8921 
TEXAS. TEXAS TRANSPORTATION INSTITUTE, 
Colle Station. Feasibility of validating 
the chirtey Highway HOV Lane Demand Mode 
in Texas, by Robert W. Stokes and 
Jimmie D. Benson. Sponsored by State Dept. 


of Highways and Public Transportation in © 


cooperation with the Federal 

Administration. College Station, 1988. 

xii, 94 P. ill. (Research report 1103-1) 
Available from: National Technical 

Information Service, 5285 Port Royal Road, 

22161. 
FHWA/TX-87/1103-1. 


88-620942 
High oocupaney vehicle lanes--mathematical 
models--Virginia 

High occupancy vehicle lanes--mathematical 
models--Texas 


8922 | 

TEXAS. TEXAS WATER DEVELOPMENT BOARD. 
Records of wells, drillers' logs, water- 
evel measurements, and chemical analyses 
of ground water in Brazoria, Fort Bend, 
and Waller Counties, Texas, 1980-84, b 
James F. Williams III and fothers. Austin 
1987. viii, 53 p. ill. (Report 303) 


Wells--Texas--Brazoria County 
Wells--Texas--Fort Bend County 
Wells--Texas--Waller County 

Water, Underground--analysis--Texas-- 
Brazoria County 

Water, Underground--analysis--Texas--Fort 
Bend County 

Water, 
Waller County 


8923 
TEXAS. UNIVERSITY OF HOUSTON. 
the President. University of Houston 
rogress report, 1983-1986. [Houston, 
ffice of Publications, University of 
Houston, 19872] 28 p. ill. 


State universities and colleges--Texas-- 
Houston 


8924 
TEXAS. UNIVERSITY OF HOUSTON-UNIVERSITY 
PARK. Ener Laboratory. Annual report. 
1986/87. 20 p. 

Power resources--research 

Research institutes--Texas-—Houston 


8925 
TEXAS. UNIVERSITY OF TEXAS AT AUSTIN. 


ndon B. Johnson School of Publi 

airs. Eco ogy and economy: “emer 
analysis and public policy in Texas; a 
report by the nergy Systems in Texas and 
the United States ge | Research Project 
Liyadon B. Johnson School of Public 
ffairs, the University of Texas at 
Austin, by Howard T. Odum and Elisabeth C. 
Odum. Austin] 1987. xvi, 178 p. ill. 
(Leoeen B. Johnson School of Public 
Af ae policy research project report 
no. 

Issued in cooperation with the Office 
of Natural Resources, Dept. of 
Agriculture. 

87-80222 


Energy policy--Texas 


8926 

TEXAS. UNIVERSITY OF TEXAS SYSTEM. gard 
of Regents. Permanent University Yun 
investments. 1986/87. [Austin] 73 p. ill. 
“a rt ds Aug. 31 

e ear en . 31. 

"$0-640226 
State universities and colleges--finance-- 


Texas 
Investment of public funds--Texas 


8927 
TEXAS. UNIVERSITY SYSTEM OF SOUTH TEXAS, 
SYSTEM ADMINISTRATION. Financial report. 
1986/87. [Kingsville] 18 p. annual. 


Report year-ends Aug. 31. 


State universities and colleges--finance-- 
Texas--Kingsville 


TEXAS. WATER COMMISSION. The Texas Water 
(eee [Rev. Austin, 1987] 16 p. ill. 


Water resources development--Texas 


8929 
TEXAS. WATER WELL DRILLERS BOARD. Annual 
financial report. 1986/87. Prepared by 
Fiscal Services Section of the Texas Water 
eport year ends Aug. 31. 
¥8-6432 


83 
Well drillers--Texas 


UTAH 


8930 
UTAH. CONSTITUTIONAL REVISION COMMISSION. 
Report of the Utah Constitutional Revision 
Commission, 1987. Submitted to the 
Governor and the 47th Legislature of the 
State of Utah. Salt Lake City, 1988. 


various ‘ings. ill. 
88-620967 
Constitutional amendments--Utah 


794 
8928 
q 
q 


UTAH. DEPT. OF NATURAL RESOURCES. Annual 
cepert. 1986/87. [Salt Lake City] 112 p. 
Report year ends June 30. 
85-645846 
Natural resources--Utah 


8932 
UTAH. DIVISION OF ADMINISTRATIVE RULES. 
Utah administrative code. ist; 1987/88. 
William S. Callaghan, director and genera] 
Code Co. 4 v. annual. 


sn87-7866 
Administrative agencies--rules and 
practice--Utah 


8933 

UTAH. DIVISION OF WATER RIGHTS. Base of 
moderately saline ground water in the 
Uinta Basin, Utah, with an_ introductory 
section describing the methods used in 
determining its position, by Lewis 
Howells, Mark S. Gilbert L. 
Hunt. U. S. Geological 
Survey in coo on wae the Utah 3 
of Natural Division of if 
Gas, and Mining. [Salt Lake city] 1987. 
iv, 59 p. ill. (Technical publication 
no. 

Ss. Survey. Open-file 
87-39 

59-41612 


Saline waters--Utah--Uinta Basin 


UTAH. DIVISION OF WILDLIFE RESOURCES. 1988 
Utah fishing proclamation 
Salt Lake City [1987. 4] p. 


Fishing--Utah 


8935 
UTAH. DIVISION OF WILDLIFE RESOURCES. 
harvest, survival, and 
selection in the Green River, Utah 
1978-82 [by] James E. Johnson and [others] 
Salt Lake City [n.d.] xvi, rn ill. 

(Publication no. 87-13) 
Title on spine: Growth, survival, and 


microhabitat of trout in the Green River, 
Utah, 1978-1982. 


Trout--Utah--Green River 


8936 
UTAH. DIVISION OF WILDLIFE RESOURCES. 
Guidelines for evaluatin meet crop 
losses to depredating fis: 
Dennis Austin and 
rness. Salt Lake City, 1987. i, 
ill. (Publication no. 87-5 


Big game animals--feeding and feeds 
Crop losses 
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8937 
UTAH. DIVISION OF WILDLIFE 
Native Utah wildlife species of special 
concern. Rev. [Salt Lake Pity] 1987. 6 p. 


Rare animals—-Utah 


8938 
UTAH. DIVISION OF WILDLIFE RESOURCES. 
Treating Strawberry Reservoir, by Glenn 
Davis. [Salt Lake City, 1987] 4 p. ill. 
At head of title: Special report, 
Strawberry Valley project. 


Trout--Utah--Strawberry Reservoir 


8939 
UTAH. DIVISION OF WILDLIFE RESOURCES. 
Nongame Section. age amphibians and 
reptites. [salt Lake City, n.d.J 12 p. 


Amphibians--Utah 
Reptiles--Utah 


8940 
UTAH. GEOLOGICAL AND MINERAL SURVEY. Great 
Salt Lake brine sampling pretese. 
Lake City] 8. 19, aan 
file report 117) 


Saline waters--Great Salt Lake 
Lakes--Great Salt Lake 


8941 
UTAH. LAWS, STATUTES, ETC. Utah code 
annotated, 1953; volume 1B, 1988 
replacement, Title 1 to Title 7. 
Charlottesville, Va. Michie Co. [c1988] 


xii, 559 p 
53-6025 
Law--Utah 


of Utah capital budget. 1986/87 
Containing the recommendations of Governor 
Norman H. Bangerter; presented to the 
xr session of the 46th Legislature. 
t Lake City. iii, 19 p. ill. 
Report year ends June 30. 
86-642516 

Capital budget--Utah 


8943 
UTAH. OFFICE OF THE LEGISLATIVE AUDITOR 
GENERAL. Annual report to the Utah State 
Legislature. 13th; 48th Legislature, 
1988 session. [Salt Lake of dias 59 p. ill. 


Legislative auditing--Utah 


795 

8931 

q 

q 

i 

7 

ua 

8942 

j 
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8944 
UTAH. STATE ARCHIVES AND RECORDS SERVICE. 
Utah Information practices act annua 
report. 1987. Salt Lake City 
xxix, 207 p. 
Has also a distinctive title: Key to 


privacy. 

84-647641 
Privacy, Right of--Utah 
Government information--Utah 


8945 
UTAH. STATE BAR. Utah State Bar gisgotary. 
1987/88. [Salt Lake City] 140 p. ill. 


annual. 
83-642967 
Bar associations—-directories—-Utah 


8946 
UTAH. STATE ECONOMIC COORDINATING 
COMMITTEE. Economic report to the 
Governor, 1988, State of Utah. [Salt Lake 
City, 1988] x, 101 p. ill 


88-620968 
Economic history--Utah 


UTAH. STATE HISTORICAL SOCIETY. Beehiv 
history. 12th; c1986. [Salt Lake City] 
31 p. ill. annual 

81-649828 


History--Utah 


8948 
UTAH. SUPREME COURT. Utah reporter; cases 
decided in the Supreme Court, reported in 
Pacific reporter, second series. 
Vol. 564-572; 1977. St. Paul, West Pub. 
Co. various pagings. 

79-644714 


Law reports, digests, etc.--Utah 


8949 
UTAH. UNIVERSITY OF UTAH, Salt_Lake City. 
Prehistory and leoecology uadalu 
Ruin, New Mexico, by Lonnie C. Pippin. 
Salt Lake City, University of Utah Press, 
1987. xiii, 265 p. ill. (University of 
Utah anthropological papers no. 112) 

88-620969 

Archaeological surveying--New Mexico-- 
Sandoval Count 
Excavations Mexico-- 
Sandoval County 


8950 
UTAH. UTAH RETIREMENT SYSTEMS. Component 
unit financial report; Contributory 
Retirement System, Noncontributory 
Retirement ystem, Public Safety 
Retirement System, Firemen's Retirement 
System, Judges' Retirement System, 
deferred ton plans. 7986. 
Lake City, State Retirement Office. 100 p. 


ill. annual. 

sn87-17644 
Civil service pensions--Utah 
Pension trusts--investments--Utah 


8951 
VERMONT. DEPT. OF EMPLOYMENT AND TRAINING. 
Office of Poli and _ Information. 1987 
Wage and frin nefit survey of Vermont 
and_nonmanufacturing 
establishments. eperiee 1987. 38 1. 


-620 
Employee fringe benefits--Vermont 
Wages-—Vermont 


8952 
VERMONT. DEPT. OF FINANCE AND MANAGEMENT. 
Vermont annual financial report. 1986/87. 
[Montpelier] 80 p. 
‘Report year ends June 30. 
sn87-33646 


‘Finance, Public--Vermont 


8953 
VERMONT. DEPT. OF MENTAL HEALTH. 
Statistical report. 1986/87. Prepared by 
John A. Pandiani with Greg Dana, Patricia 
LaRock [and] Penny Lawder. Waterbury. 
ix, 122 1. ill. annual. 


Mental health services--statistics-- 
Vermont 


8954 

VERMONT. DIVISION OF PUBLIC HEALTH 
STATISTICS. 1986 estimates of the 
—_ and housing of Vermont counties 
and towns [by Lucy H. Gooding, assisted by 
David Jacobowitz, Peggy Brozicevic, and 
Michelle Li. Burlin onl 1987. iii, 53 p. 
ill. (Public health statistics bulletin) 

Cover title: Population and housing 
estimates, 1986. 

88-620975 


Population--statistics--Vermont 
Housing--statistics--Vermont 


8955 
VERMONT. GOVERNOR. State of Vermon 
executive budget. 1988/89. [Montpelier 
2v. ill. annual. 
Vol. 2 has also a distinctive title: 
Supplement: budget perspective. 


86-649398 
Budget--Vermont 


8956 
VERMONT. GOVERNOR'S COMMISSION ON [THE 
STATUS OF] WOMEN. Vermont sexual assault 
crisis programs: an FY '87 status report 
{by] Lynn Heglund. Montpelier, 1988. 11 p. 


Rape victims--services for--Vermont 


8957 
VERMONT. GOVERNOR'S SPECIAL TASK FORCE ON 
TRANSPORTATION SYSTEMS. Getting there from 
here; report. [Montpelier] 1987. 


1, 111i, 
88-620976 
Transportation--Vermont 


96 
VERMONT 
re 
| 
7 
| 
| 
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8958 
VERMONT. SECRETARY OF STATE. Vermont 
piative directory and State manual. 
1987-88. [Montpelier] xxi, 565 p. ill. 
biennial. 


9-3411 
State manuals--Vermont 


VIRGIN ISLANDS. LIBRARIES, 
MUSEUMS, AND AR ICAL SERVICES. 
Annual ‘report. 1985/86. by 
Henry C. Chang. 1, 


Libraries--Virgin Islands 
surveying--Virgin Islands 
Museums--Virgin Islands 


8960 
VIRGIN ISLANDS. DEPT. OF COMMERCE. office 
onomic 


of Policy ae and Research. Ec 
review. i arlotte alie] 205 p. + 


ill. 
83-640848 
Economic history--Virgin Islands 


8961 

VIRGIN ISLANDS. DEPT. OF PROPERTY AND 
PROCUREMENT. Annual 1983/84. 
(Charlotte Amalie] 114 p 

Report year ends Sept. 30. 

62-62953 

Government purchasing--Virgin Islands 
Government property--Virgin Islands 


8962 
VIRGIN ISLANDS. GOVERNOR. 


Islands executive budget 
{Charlotte Amalie] XI, A 
annual. 

Report year ends Sept. 30. 


2-646970 
Budget--Virgin Islands 


327, C 1p. 


VIRGINIA 


8963 
VIRGINIA. AGRICULTURAL EXPERIMENT STATION, 
Blacksburg. Demand for disaggregate fish 
and shellfish species in the “wo States 
Hsiang-tai and Oral Capps, Jr. 
a 


Blacksburg] ix, 104 p. ill. 
Bulletin 87-2 


Fisheries--United States 
Fishery products--United States 
Shellfish fisheries--United States 


8964 
VIRGINIA. BUREAU OF INSURANCE. Report of 
the State Corporation Commission's Bureau 
of Insurance on continuing education for 
agents to the Governor and the General 
Assembly of Virginia. Richmond, 1988. 
28 p. (House document no. 28) 
88-620941 

Insurance--agents--Virginia 


VIRGINIA. BUREAU OF INSURANCE. Report of 
the State Corporation Commission's Bureau 
of Insurance on the feasibility of 
providing health insurance for the 
unemployed to the General Assembly of 
Virginia. [Richmond, 1988] 15 p. (House 
document no. 25) 

Cover title: Report of the State 
Corporation Commission to study health 
insurance for unemployed persons in the 
Commonwealth to the Governor and the 
General Assembly of Virginia. 


Unemployed--Virginia 
Economic assistance, Domestic--Virginia 
Insurance, Health--Virginia 


8966 
VIRGINIA. COLLEGE OF WILLIAM AND MARY, 
Williamsburg. Charter day; exercises 
commemorating the anniversary of the 
granting of the royal charter for the 
pr a ent of the College of William 


nd ary in Virginia. 295th; 1988. 
8 p. iff. annual. 


State universities and colleges—-Virginia-— 
-Williamsburg 


VIRGINIA. DANVILLE COMMUNITY co. 
_— report. 1986/87. [Danville. 8 D. 


Community colleges--Virginia——Danville 


8968 
VIRGINIA. DEPT. OF AGRICULTURE AND 
CONSUMER SERVICES. The year in_ review 
report] 1985/86. [Richmond] 41 p. 
1]. (Bulletin) 
eport year ends June 30. 


84-644690 
Agriculture--Virginia 
Consumer protection--Virginia 


8969 
VIRGINIA. DEPT. OF EDUCATION. Division of 


Pupil Fereonpel Services. Planning a_ high 
chool pro udies: Suidance 


programs. Ric mond, 1987. folder. 


Personnel service in secondary education-- 
Virginia 


8970 
VIRGINIA. DEPT. OF EMPLOYEE RELATIONS 
— oo Report...to the Governor and 
bers of the General Assembly. 9th; 
1886/87 Richmond] I, 24 p. ill. annual. 
Report year ends June 30. 
86-649137 
Grievance procedures--Virginia 
State officials and employees--Virginia 
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8971 
VIRGINIA. DEPT. OF LABOR AND INDUSTRY. 
nual 1986. [Richmond] 


An 

viii, 70 p. ' 
sn86-16150 

Industry--Virginia 

Labor and laboring classes--Virginia 


8972 
VIRGINIA. DEPT. OF MEDICAL ASSISTANCE 
SERVICES. Report...on Medicaid study of 
services for multiple trauma patients to 
the Governor and the General Assembly of 
Virginia. Richmond, 1988. 13 p. (House 
document no. 30) 


Medicaid--Virginia 


8973 

VIRGINIA. DEPT. OF MENTAL HEALTH, MENTAL 
RETARDATION, AND SUBSTANCE ABUSE SERVICES. 
Annual report of efforts to assure 
accreditation & certification of State 
mental health and mental retardation 
facilities; peapenes to HJR 301, 1987 
session of the Virginia General Assembly. 
Richmond] 1987 [i. e. 1988] 4 p. (House 
jocument no. 26) 

Cover title: Report...to the Governor 
and the General Assembly of Virginia. 


Mental health facilities--certification-- 
Virginia 

Mental retardation facilities-- 
certification-—-Virginia 


8974 
VIRGINIA. DEPT. OF PLANNING AND BUDGET. 
Commonwealth of Virginia executive budget. 
1988/90. [Richmond] various pagings. il 
82-644219 


Budget--Virginia 


8975 

VIRGINIA. DEPT. OF REHABILITATIVE 
SERVICES. The Solution Network: a 
business/industry resource for quality, 
flexibility, and dependability. [Richmond, 
n. d.] folder. ill. 

Issued in cooperation with the Virginia 
Association of Rehabilitation Facilities. 


Sheltered workshops 


8976 
VIRGINIA. DEPT. OF TAXATION. Annual 
report; report of the tax commissioner to 
the Governor of Virginia. 1986/87. 
[Richmond] 64 p. ill. 
Report year ends June 30. 
30-27254 

Taxation--Virginia 


8977 
VIRGINIA. DEPT. OF VOLUNTEERISM. 
Report...on establishing a volunteer 
service corps to the Governor and the 
General Assembly of Virginia. Richmond, 
1988. 27 p. ill. (House document no. 27) 


Voluntarism--Virginia 


8978 
VIRGINIA. DIVISION OF MINERAL RESOURCES. 
Contributions to Mer 
Charlottesville, 1987. 0p. ili. 
(Virginia Division of Mineral Resources 
publication 74) 

88-620943 

Virginie 
Mines and mineral resources--Virginia 


8979 

VIRGINIA. DIVISION OF MINERAL RESOURCES. 
The Quaternary of Virginia: a sya sium 
volume [held in Charlottesvil 
September 26-28, 1984] Edited by J. N. 
McDonald and S. 0. Bird. Charlottesville, 
1986. 137 p. ill. (Virginia Division of 
Mineral Resources publication 75) 

88-620944 
Geology, Stratigraphic--Quaternary-- 
addresses, essays, lectures--Virginia 


8980 
VIRGINIA. DIVISION OF SOIL AND WATER 
CONSERVATION. Directory of soil and water 
conservation districts. 1988. [Richmond] 
65 p. ill. annual. 

sn88-24095 


Soil conservation districts--directories-—- 
Virginia 


Water districts--directories--Virginia 


VIRGINIA. GENERAL ASSEMBLY. House & Senate 
documents. 1987 session. > 3 v. 

59-42518 
Legislative journals--Virginia 


VIRGINIA. GENERAL ASSEMBLY. Report of the 
Joint Subcommittee Investigating the 
Extent of Unfair Conese Between 
Nonprofit Organizations and Small 
For-Profit Businesses in Virginia to the 
Governor and the General Assembly of 
Virginia. Richmond, 1988. 21, 2, 2 p. 
(House document no. 35) 

88-620945 
Charitable uses, trusts, and foundations-- 
Virginia 
Small business--Virginia 
Competition, Unfair--Virginia 


8983 
VIRGINIA. GENERAL ASSEMBLY. Report of the 
SJR 90 Joint Subcommittee on Methods of 
Financing Replacement of Obsolete or 
Unusable Equipment in Institutions of 
Higher Education to the Governor and the 
General Assembly of Virginia. Richmond, 
1986. 37 p. ill. (Senate document no. 21) 


Teaching--aids and devices--Virginia 
State universities and colleges--finance-- 
Virginia 


] 
} 
arg 
8981 
8982 
Nae 
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8984 
VIRGINIA. GENERAL ASSEMBLY. 


Legislative Audit and Revi oh 
eport...on follow-up review o e 


Virginia Department of Transportation to 
the Governor and the General Assembly of 
Virginia. Richmond, 1988. 7, 25 p. (Senate 
document no. 23) 


Transportation--Virginia 
Highway departments---Virginia 


8985 
VIRGINIA. GENERAL ASSEMBLY. 
Legislative Audit and Review 
eport...on funding e standards o 
quality ‘to the the General 
sembly of Virginia. Pt. SOQ costs and 
distribution. Richmond, 2: dae IV, 103 p. 
ill. (Senate document - 25) 
86-621338 

Education--finance--Virginia 


8986 
VIRGINIA. GENERAL ASSEMBLY. Jo 
Legislative Audit and Review 
eport...on funds he n trust by circu 
courts to the Governor and the General 


Assembly of Virginia. Richmond, 1988. 
V, “) 2,2, 2p. ill. (Senate document 


no. 

88-620946 
Trusts and trustees-—-Virginia 
Courts--Virginia 


8987 
VIRGINIA. GENERAL ASSEMBLY. 
leaislative Audit and Review 
eport. nternal service funds within 


the General Services to the 


620947 
Government purchasing--Virginia 
Finance, Public--Virginia 


8988 
VIRGINIA. GENERAL ASSEMBLY. Joint 
Subcommittee on the Com tio 


State Su rt of tutional 
Report.. mi) the General Assembly a 


Virginia. Richmond, 1988. various pagings. 
ill. (House document no. 29) 

The joint subcommittee was established 
Foie a to Section 1-25 of Chapter 723 of 

e 1987 Acts of Assembly. 

88-620948 

State and employees--salaries, 
etc.--Virgini 
Expenditeres, Public--Virginia 


8989 
ubcommittee udyin rnatives for 
Tmprovin aste Volume end 
ecyclin sitorts. 
Governor an he eneral "Asseably of 
Virginia. Richmond, 1988. 
13, 4 2, 1, 2 p. (Senate document no. 22) 
The joint subcommittee was established 
pursuant to Senate Joint Resolution 


no. 132 of the 1987 session of the General 
Assembly. 


Recycling (Waste, etc.)--Virginia 


8990 

VIRGINIA. GENERAL ASSEMBLY. Joint 
Subcommittee Studying Charitable 
Solicitations. Repo thee Governor 
and the General Assembly of Virginia. 
a 1988. 9, 19 p. (Senate document 
no 

The joint subcommittee was established 
pursuant to Senate Joint Resolution 


no. 190 of the 1987 session of the General 
Assembly. 


Charities--Virginia 


8991 

VIRGINIA. GENERAL ASSEMBLY. . 
Subcommittee Studying Health Care Cov 

erna ves or Schoo apic 
eport...to overnor an 
Assembly of. Virginia. 
9, 4, 2 p. (House document no. 33 

The <¢ subcommittee was established 
pursuant to House Joint Resolution no. 250 
of the 1987 session of the General 
Assembly. 


Insurance, Health--Virginia 
School employees--Virginia 


8992 
VIRGINIA. GENERAL ASSEMBLY. Joint 


Subcommittee Stu Mandated Substance 


epor 
overnor an Assembly = 
Virginia. ngighpond, 1988. 15 p. (Senate 


The joint subcommittee was established 
pursuant to Senate Joint Resolution 


no. 171 of the 1987 session of the General 
Assembly. 


Drug abuse--treatment--Virginia 


8993 
VIRGINIA. GENERAL ASSEMBLY. Joint 
Subcommittee Stud in Supported 
mploymen por overnor an 
the General. of Virginia. 
ae 1988. 24 p. ill. (House document 
no. 


The joint subcommittee was established 
pursuant, to House Joint Resolution no. 308 
of the 1987 session of the General 
Assembly. 


Handicapped--employment--Virginia 


: 

he 
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8994 
VIRGINIA. GENERAL ASSEMBLY. 


Subcommittee Studying the Lia 
Insurance Crisis and te Need for Tort 
Reform. Final — rt...to the Governor and 

e eneral ssembly of Virginia. 
Richmond, 1988. various pagings. nate 
document no. 20) 


Insurance, Liability--vireinia 
Government liability--Virginia - 


8995 
VIRGINIA. GENERAL ASSEMBLY. joint 
Subcommittee Stu the Vir a e 
o a ure stor n_ Martinsville. 
eport... e Governor an e Genera 
Asoenbie of Virginia. Richmond, 1988. 
7, 9 p. (House document no. 12 

The joint subcommittee was established 
ursuant to the 1987 session of the 
eneral Assembly. 


Natural history museums--Virginia-- 
Martinsville 


8996 
VIRGINIA. GEORGE MASON UNIVERSITY, 
Fairfax. George Mason University: 
pectus and admission 
987-1988. [Fairfax, 1987] 36, ill. 


State universities and 
admission--Virginia~-Fairfax 


8997 
VIRGINIA. GOVERNOR. Address of Gerald L. 
Baliles, Governor, to the General Assembl 
of Virginia.. January 13, 1988. Richmond, 
1988. 30 p. (Senate locument no. 1) 
88-620950 

State governments--addresses, essays, 
lectures--Virginia 


8998 

VIRGINIA. INSTITUTE OF MARINE SCIENCE, 
Gloucester Point. Wetlands Advisory Gro 
City of Norfolk tidal marsh TuenCary Tori 
Gene M. Silberhorn and Walter I. 
Priest III. Gene M. Silberhorn, project 
leader. Gloucester Point, 1987. iv, 54 p. 
ill. (Institute of Marine Science. Special 
report in applied science and ocean 
engineering no. 281) 


Marshes, Tide--Virginia--Norfolk 


8999 

VIRGINIA. INSTITUTE OF MARINE SCIENCE, 
Gloucester Point. Wetlands Advisory Gro 

William County and town of Po in 
tidal marsh inventory fby Gene M. 
Silberhorn and Andrew W. Zacherle. Gene M. 
Silberhorn, project leader. Gloucester 
Point, 1987. v, 56 p. ill. (Institute of 
Marine Science. Special report in applied 


marine science and ocean engineering 
no. 289) 


Marshes, Tide--Virginia--King William 
County 


ershes, Tide--Virginia--West Point 


9000 

VIRGINIA. JOINT SUBCOMMITTEE STUDYING 
CHILD SUPPORT FORMULAS. port... 
Governor and the General Assembl 
Yprein’s. Richmond, 1988. various pagings. 

(House document no. 34) 

The joint subcommittee was established 

rsuant to House Joint Resolution no. 341 
+ the 1987 session of the General 


Assembly. 
88-620951 
Child support--Virginia 


9001 

VIRGINIA. JOINT SUBCOMMITTEE STUDYING THE 
CREATION OF A CLEARINGHOUSE FOR JUVENILE 
"CRIMINAL" RECORDS. Report.. to th 
Governor and the Gener Assenb ft 
Virginia. Richmond, 1988. 14, 7, 2 p. 
| document no. 36 

The joint subcommittee was established 
pursuant to House Joint Resolution no. 320 
Df the 1987 session of the General 
Assembly. 


Criminal registers--Virginia 
Juvenile justice, Administration of-- 
Virginia 


9002 
VIRGINIA. JUDICIAL COUNCIL. Report to the 
General Assembly and Supreme Court of 
Virginia. 1987" [Richmond] 92 p. ill. 


annual 
A45-3410 
Judicial courts--Virginia 


VIRGINIA. MUSEUM FINE 
Office of Early 
in North American co Mections pelagic of 
an exhibition organized by the Dept. o 
Ancient Art, Virginia Museum of Fine Arts 
by Pat Getz- Preside: with essays b 
Jack L. Davis and Elizabeth Oustinoff. 
Richmond, 1987. xx, 345 p. ill. 

Distributed by the University of 
Washington Press 

87-16015 


Art, Cycladic--exhibitions 


9004 
VIRGINIA. MUSEUM OF FINE ARTS, Richmond. 
Office of Publications. Un/common groun 


iin artists 1988 [catalog of an 
hibition ‘held at Virginia — of Fine 
Arts Jan. 13-Mar. 6, 1988 and organized by 
the Museum's Dept. of Twentieth-Cent 
Art, by Frederick R. ns others 
Richmond [c1988] vii, 106 


Art, American--exhibiti 
Art, Modern--20th 


9005 
VIRGINIA. NORTHERN VIRGINIA COMMUNITY 


COLLEGE, Annandale. Annandale Campus 
Library. Wibliccraphy oF the 


tefano “history collection. 
{Annandale} 1988. 22 1. 
620952 


| 
4 9003 
ine 


9006 
VIRGINIA. EMPLOYMENT 
STATISTICS 5 Occupational 
employment selected 
transportation, utilities, trade, 
education, 
industries - 1985. inia and the 
MSA. frichmond] 1987. 


vii, 234 
88-620953 


Occupations--statistics--Virginia 
Employment--statistics--Virg 


VIRGINIA. RAIL AND PUBLIC: TRANSPORTATION 
DIVISION. Virginia State rail plan update. 
11th; 1987. [Richmond] various pagings. 
ill. annual. 


p.: Rail transportation: a key to 
Virginia'e economic growth. 


81-641754 
Railroads--Virginia 
Transportation planning--Virginia 


9008 
VIRGINIA. SECRETARY OF THE COMMONWEALTH. 
Report...to the Governor and the General 
Assembly of Se ‘inia. 1987/88. Edited by 
yo gre Ray Mea , Jr. Richmond. 742 p. 


ual. 
Report year ends June 30 
10-33120 
State manuals--Virginia 


9009 
VIRGINIA. SOUTHWEST VIRGINIA COMMUNITY 
Richlands. Annual report. 
1986/87. [Richlands p. ill. 
Report year ends June 30 


Community colleges--Virginia—-Richlands 


9010 
VIRGINIA. STATE BAR. Lm? report. 48th; 
1985/86. [Richmond] 


Bar 


STATE, fnvestigats 


and determine the availability and 

affordability of insurance coverage in -_ 

Commonwealth to the Governor and 

General Assembly of Virginia. Fh 

1988. 36 p. (House document no. 22) 
88-620954 


Insurance--Virginia 


VIRGINIA. STATE CORPORATION 
Report...on the review of the Blue 
Cross/Blue Shield Plans' administrative 
ex cupecees. reserves, and investments in 
sidiaries and affiliates to the 
Governor and the Assembly 
Virginia. Richmond, 198 


88-620955 
Insurance, Health--Virginia 
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9013 
VIRGINIA. STATE COUNCIL OF HIGHER 
EDUCATION. Degrese and other awards 
conferred in rginia. 1985/86. Prepare 
by a S. Davies. Richmond. 89 
annual. (Staff technical report STR 87-04 
Report year ends June 30. 
A67-7084 
Degrees, Academic--statistics~-Virginia 


9014 
VIRGINIA. STATE LIBRARY AND ARCHIVES, 
Richmond. Check-list of Virginia State 


publications. 1985. [Richmond] 128 p. 
annual. 


State 


9015 
VIRGINIA. STATE MILK COMMISSION. 
— summary. 1987. Richmond. 15 1. 


ann 
76-644458 
Milk trade--statistics--Virginia 


STATE” WATER COMMISSION 
Report...to the Governor and the General 
Assembly of Virginia. Richmond, 1988. 
10 p. ill. (House document no. 31) 

901 
VIRGINIA. TRANSPORTATION RESEARCH COUNCIL. 
Changes in travel in the Shirley Highway 
corridor, 1983-1986, by E. D. Arnold, Jr. 
"1987. x, 43 p. ‘ill: 

Issued in cooperation with the Federal 
Highway Administration. 

Available from: National Technical 
Information Service, 5285 Port Royal Road, 
Springfield, Virginia 22161. 

FHWA/VA-87/R34. 

88-620956 


Express highways--Virginia--Arlington 
County 


- Express highways--Virginia--Fairfax County 


Express highways--Virginia--Alexandria 


9018 
VIRGINIA. TRANSPORTATION RESEARCH COUNCIL. 
Electrically conductive concrete--a 
laboratory study, by Gerardo G. ee 
Charlottesville 
Issued in cooperation with the Federal 
Highway Administration. 


Concrete 
Electric resistance 


9019 


VIRGINIA. TRANSPORTATION COUNCIL. 
Review of the design and performance of 
H. McGhee. Charlottesville, 
hii, 13, A 4 p. ill. (VTRC 88-R9) 
Issued in cooperation with the Federal 
Highway Administration. 


Pavements 
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9007 
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9020 
VIRGINIA. VIRGINIA MILITARY INSTITUTE, 
Lexington. Superintendent's report issue. 
[Lexington] 30 p. annual. 
(Bulletin, v. 149, no. 3) 
Report year ends 


3248 
State universities and BO 
-Lexington 


VIRGINIA. VIRGINIA POLYTECHNIC INSTITUTE 
AND STATE UNIVERSITY, Blacksburg. ard f 
Visitors. Bylaws of the oard oO ors, 
Virginia Polytechnic Institute State 
Universit a. May 18, 1981. 
Blacksburg 


State universities and colleges-- 
administration--Virginia--Blacksburg 


22 
VIRGINIA. VIRGINIA POLYTECHNIC 


INSTITUTE 
AND STATE UNIVERSITY, Blacksburg. Colle 
of A riculture and Life 
Ticulturat 


ns 
EX “Station, 1981-1987. Meclubers 
{1986?] unpaged. 


State 
Agricultural extension work--bibliography 


9023 
VIRGINIA. VIRGINIA POLYTECHNIC 
AND STATE UNIVERSITY, Blacksbu 
Cooperative Extension Service. Flue-—cu 
tobacco variety information for 1988 
C. S. Johnson. R 


eg 436- 047) 


Issued in cooperation with Virginia 
State University. 


Tobacco 


9024 
VIRGINIA. VIRGINIA POLYTECHNIC INSTITUTE 
AND STATE UNIVERSITY, Blacksburg. Office 
of the Registrar. Degrees contenred and 
enroliment data. 1987. [By Freeda Mills, 
Roger Teekell, and Bernie Curtis. 
Blacksburg] 69 p. annual. 

Enrollment data for 1986-87 


Issued as its Virginia Tech bulletin, 
v. 79, no. 3. 


Academic--Virginia--Blacksbur 
ollege attendance---statistics--Virginia-- 


9025 
VIRGINIA. VIRGINIA PUBLIC SCHOOL 
AUTHORITY. $35,695,000 Virginia Public 
School Authority school financing bonds 
(1987 resolution), 1987 refundin 
series A; dated <r 1, 1987. [Richmond 
1987. i, 23, A 16, B 2 p. 


School bonds--Virginia 


9026 
VIRGINIA. WOODROW WILSON REHABILITATION 
program. Fishersville (n. d.] f 


Volunteer workers in mental health-- 
Virginia--Fishersville 


9027 
WASHINGTON. AUDITOR'S OFFICE. Local 
overnment a rative statistics. 1985. 
Olympia] vii, p. ill. ome... 


483 
Local government--statistics--Washington 


9028 
WASHINGTON. CENTRAL WASHINGTON UNIVERSITY, 


Ellensbur report. 1986/87. 

mpiled by Controller's Office. 

15 ill. annual. 
year ends June 30. 


State universities and colleges--finance-- 
Washington--Ellensburg 


WASHINGTON. CHILDREN, YOUTH, AND FAMILY 
SERVICES [ADMINISTRATION] State of 
Washington child welfare plan, FY 88-89 
{by Sue A. Browning. Olympia] 1987. 104 p. 


88-620957 
Child welfare--planning--Washington 


9030 
COMMISSION ON JUDICIAL 
Annual report. 7th; 1987. 
a 
4 88-640919 


Judges--discipline--Washington 


9031 
WASHINGTON. COURT OF APPEALS. Washington 
appellate — cases determined in the 
Court of s on. Vol. 46; 


Nov. 26, Feb. 198 Richard F. 
Jones, reporter David M 
Kenworthy = Truman S. Fuller III, 
assistants. [Olympia] PJ 


Law reports, digests, 


9032 
AR A DEPT. OF COMMUNITY 
EVELOPMENT. Bond Cap Allocation Program: 
report on State ceiling for private 
ctivity bonds. T's Prepared by Sharon 


Yananoto a D'Alessandro. [Olympia] 
1. annu 


State bonds--Washington 
Community development --Nashingten 
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9033 

WASHINGTON. DEPT. OF COMMUNITY 
DEVELOPMENT. Washington Department of 
Community Development: our mission is to 
help Washington State's communities obtain 
and develop the capacity to enhance public 
services, human services, economic 
in a rapidly changing environment. 
(Olympia, n. d.] unpaged. ill. 


Community development--Washington 


9034 
WASHINGTON. DEPT. OF FISHERIES. 1983 
results from salmon 
ex groups k O'Connor. 
Olympia] 1986. ill. (Progress 
report no. 245) 
sn78-5338 


Salmon--Washington 
Fishing surveys--Washington 


9035 
WASHINGTON. DEPT. OF FISHERIES. 1985 
results from micro-tagged salmon 
experimental sree {by] Anita J. M. Stohr 
{and] Jeffrey E. McGowan. [Olympia] 1987. 
various pagings. ill. (Progress report 


no. 260) 

sn78-5338 
Salmon--Washington 
Fishing surveys--Washington 


WASHINGTON. DEPT. 


9036 

OF FISHERIES. 
Planning and Research} Division. 
results rom mMicro-ta salmon 


experimental groups [by] An oy J. M. Stohr 
fand] Jeffrey E. McGowan. [Olympia] 1987. 
various pagings. Dept. of Fisheries. 
Progress report no. 253) 


sn78-5338 
Fishing surveys--Washington 


9037 
WASHINGTON. DEPT. OF FISHERIES. “unoures 
Planning and [Research] Division. Co 
smolt enumeration on several sm P 
Sound streams, 1985-1987, 


ents 1987. vi, 60 p. 
isheries. Progress 


Coho 


9038 
WASHINGTON. DEPT. OF INFORMATION SERVICES. 
Telecommunications Services Division. 
ate oO ashington elephone 
director [Olympia] 1988. various 
pagings. 
Title on spine: SCAN telephone 
directory, State of Washington. 


Telephone--directories--Washington 
State officials and employees-- 
directories--Washington 


9039 

WASHINGTON. DEPT. OF REVENUE. Tax 
exemptions; tax exemptions, exclusions 
deductions, credits, deferrals, and 
differential rates in Washington State. 
3d; 1988. Study coordinated an a by 
Don Ta Research and analysis the 
Economic Analysis of the Research. 
Olympia. 147 p. ill. 


9040 
WASHINGTON. DIVISION OF CHILDREN AND 
FAMILY SERVICES. Risk Assessment 


Bvaluation ection: Risk assessment in 

protection: a review of the 
others] Olympia, 1987. ix, 1 


Child abuse 


9041 
WASHINGTON. DIVISION OF INDUSTRIAL SAFETY 
AND HEALTH. General safety and _ heaith 
standards: Chapter 296-24 WAC. [Olympia, 
1987] various pagings. il]. 


Administrative and 
ractice-—-Washington 
ndustrial safety--Washington 


finding By Ree 


Job hunting 


9043 
WASHINGTON. EMPLOYMENT SECURITY DEPT. 


Market and Economic Analysts Branch. 
irmative action informat on ingham 
MSA, Whatcom County. 1987. By) Minerva 
Villarreal. ed in ion with 


ployment and Trainin 
Olympia. 31 p. ill. 


annual. 

sc84-—1264 
Affirmative action programs-—-Washington—— 
Whatcom County 
Discrimination in 
Whatcom County 


803 

ee 

88-620958 

> no. 262) 
-5338 
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9044 

WASHINGTON. EMPLOYMENT SECURITY DEPT. 
Labor Market and Economic Analysis Branch. 

rmative action information; Columbia 
Basin labor areas: Othello (Adams County), 
Moses Lake (Grant County), Davenport 
(Lincoln County). 1987. [By] Frank Cole. 
Prepared in cooperation with the U. S. 
Employment and Training Administration. 
Olympia. 41 p. ill. annual. 

84-641917 

Affirmative action programs--Washington-- 
Adams County 
Affirmative action programs--Washington-- 
Grant County 
Affirmative action programs--Washington-- 
Lincoln County 
Discrimination in employment--Washington-- 
Adams County 
Discrimination in employment--Washington-- 
Grant County 
Discrimination in employment--Washington-- 
Lincoln County 


9045 

WASHINGTON. EMPLOYMENT SECURITY DEPT. 
Labor Market and Economic Analysis Branch. 

rmative action information; labor 
areas in north central 
Wenatchee (Chelan & Douglas Counties), 
Ellensburg (Kittitas County), Okanogan 
(Okanogan County). 1987. [By] Frank Cole. 
Prepared in cooperation with the U. S$ 
Employment and Training Administration 
Olympia. 49 p. ill. annual. 

84--641850 
Affirmative action programs- -Washington 
Discrimination in employment--Washington 


9046 
WASHINGTON. EMPLOYMENT SECURITY DEPT. 
Labor Market and Economic Analysis Branch. 
Affirmative action Tabor 
areas in northeast Republic 
(Ferry Comets, Newport (Pend Oreille 
County), Colville (Stevens County). 1987. 
[By red Walsh. Prepared in cooperation 


with the U. S. Employment and Training 
Administration. Olympia. 41 p. ill. 


annual. 

84-641918 
Affirmative action programs--Washington-- 
Ferry County 
Affirmative action programs---Washington-- 
Pend Oreille County 
Affirmative action programs--Washington-- 
Stevens County 
Discrimination in employment---Washington-- 
Ferry County 
Discrimination in employment--Washington-- 
Pend Oreille County 


Discrimination in employment--Washington-~ 
Stevens County 


9047 

WASHINGTON. EMPLOYMENT SECURITY DEPT. 
Labor Market and Economic Analysis Branch. 
Arrirwative action ve action informa “Tabor 
market areas in southeast Washington: 
Lewiston-Clarkston (Asotin Dayton 
County), Pomeroy. (Garfield 

ounty), Walla Walla (Walla Walla County), 
Pullman (Whitman County). 1987. (By) Fred 
Walsh. Prepared in cooperation w the 

. S. Employment and Training 
Administration. Olympia. 59 p. ill. 


annual. 

84-641844 
Affirmative action programs--Washington 
Discrimination in employment--Washington 


9048 
WASHINGTON. EMPLOYMENT SECURITY DEPT. 
Labor Market and Economic Analysis Branch. 
rmative action information; ym 
MSA, Thurston County. 1987. [By] Chris 
Johnson. Prepared in cooperation with the 
U. S. Employment and Trainin 
Administration. Olympia. 31 p. il 


annual. 

85-644903 
Affirmative action programs--Washington- - 
Thurston County 
Discrimination in employment--Washington-- 
Thurston County 


9049 
WASHINGTON. EMPLOYMENT SECURITY DEPT. 
Labor Market and Economic Analysis Branch. 
Mrirmative action Intormatione Seactis ive action information, Seattle 
PMSA, King and Snohomish Counties. [By] 


Pat Bottemiller. Prepared in cooperation 
with the U.S. Employment and_ Trainin 


Administration. lympia. 57 p. ill. 

annual. 
sc84-7181 

Affirmative action programs--Washington-- 

King County 

Affirmative action programs--Washington-- 

Snohomish County 

Discrimination in employment---Washington-- 

King County 

Discrimination in employment--Washington-- 

Snohomish County 


9050 
WASHINGTON. EMPLOYMENT SECURITY DEPT. 
Labor Market and Economic Analysis Branch. 
Affirmative action information; Spokane 
MSA, Spokane County. 1987. [By] Fred 
Walsh. Prepared in cooperation with the 
U. S. Employment and Trainin 
Administration. Olympia. 33 p. ill. 
annual. 

sc83-1680 

Affirmative action programs--Washington-- 
Spokane County 


Discrimination in employment--Washington-- 
Spokane County 
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9051 
WASHINGTON. EMPLOYMENT SECURITY DEPT. 
Labor Market and Economic Analysis Branch. 
Affirmative action information; Vancouver 
PSMA, Clark County. 1987. [By] Minerva 
Villarreal. Prepared in cooperation with 


the U. S. Employment and Training 
Administration. Olympia. 31 p. ill. 


annual. 

sn86-43105 
Affirmative action programs--Washington-- 
Clark County 


Discrimination in employment--Washington-- 
Clark County 


9052 
WASHINGTON. EMPLOYMENT SECURITY DEPT. 
Labor Market and Economic Analysis Branch. 
Affirmative action information; 
Prepared in cooperation with 
e 


. S. Employment and Training 
Administration. Olympia. 53 p. ill. 


annual. 

84-643742 
Affirmative action programs--Washington 
Discrimination in employment--Washington 


9053 
WASHINGTON. EMPLOYMENT SECURITY DEPT. 
Labor Market and Economic Analysis Branch. 
ernative proposals for collecting 
employment -and unemployment data on 


of disability. Olympia [19877] 


Census--Washington 


9054 
WASHINGTON. GOVERNOR. State of the State 
address, by Governor Booth Gardner, 
January 12, 1988. [Olympia, 1988] 9 p. 


State governments--addresses, essays, 
lectures--Washington 


9055 

WASHINGTON. LAWS, STATUTES, ETC. Common 
school manual 1988 (replaces 1987 manual); 
common school laws of the State of 
Washington (Title 28A RCW and other 
selected laws); rules and regulations of 
the State Board of Education (Title 180 
WAC); rules and regulations of the 
superintendent of public instruction 
(Title 392 WAC). Olympia, Frank B. 
Brouillet, superintendent of public 
instruction [1987] various pagings. 

Available by purchase from: Counsel for 
Administrative Law Services, Legal Office, 
Building, FG-11, Olympia, WA 


Educational law and legislation-- 
Washington 


9056 
WASHINGTON. LEGISLATURE. Telephone 
directory and committee assignments of the 
Washington State Legislature. 


50th Legislature; 1988 regular session. 
[Olympiaf unpaged. 


Legislators--directories--Washington 
Legislative 


9057 
WASHINGTON. LEGISLATURE. Budget Committee. 
Hazardous waste cleanup program 
(Department of Ecology) [by Bert Hoff and 
Ron Perry] Olympia, 1987. viii, 50 p. ill. 
(Report no. 87-13) 
-620959 


88 
Hazardous waste sites--Washington 


9058 
WASHINGTON. LEGISLATURE. 
Nursing classification review [by cha 
Mueller and Martha Harden] Olympia, 1987. 
iii, 21 p. (Report no. 87-1 


88-620960 
Nursing--Washington 


9059 
WASHINGTON. LEGISLATURE. 7 
Study of State salary frends y Ger 
Fetaughtin) lye ia, 1987. iii, 31 p. ill. 
(Report no. 87- oF 
88--620961 

Wages--Washington 

State officials and employees--salaries, 
etc.--Washington 


WASHIN pudget Committers 
out-of-State salary survey |by Martha 
Harden and Richard Mueller} Olympia, 1987. 
xiv, 149 p. ill. (Report no. 87-15) 


88-620962 
Wages--United States 
Wages-—-Washington 
State officials and employees--salaries, 
etc.—-Washington 


9061 
WASHINGTON. LEGISLATURE. t Committee. 
Study of the long-term care ombudsman 
rogram [by Gerry McLaughlin and Bert 
off} Olympia, 1987. xii, 82 p. ill. 
(Report no. 87-16) 
88--620963 


Aged--long-term care--Washington 
Long-term care of the sick--Washington 
Ombudsman-—-Washington 
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WASHINGTON. LEGISLATURE. House of 
Representatives. Health Care Comm 4 
report to the Legislature on long-term 
care in the State of Washington [by] 
Antonio Sanchez. Olympia, 1987. various 
pagings. ill. 

Issued in cooperation with the Office 
of Program esearch, House of 
Representatives. 

Cover title: Long term care new policy 


directions. 
88-620964 


Aged--long-term care--Washington 
Long-term care of the sick--Washington 


9063 
WASHINGTON. [LEGISLATURE Senate. 
Washington le stricts. 


Rev. [Olympia] 1988. [2] p. ill. 
Election districts--maps--Washington 


9064 
WASHINGTON. LEGISLATURE. 
Committee. County road report. 
[Olympia] 22 p. ill. annual. 

Issued in cooperation with the State 
Transportation Commission and County Road 
Administration Board. 

Available from: County Road 
Administration Board, 206 10th Avenue, 
S. E., Olympia, WA 98504. 
sc82-2361 
Roads--finance--Washington 


9065 
WASHINGTON. MARINE FISH PROGRAM. The 1983 
Washington trawl landings by Pacific 
Marine Fisheries Commission and State 
bottomfish statistical areas [by] Brad 
Pattie: [Olympia] 1985. 52 p. 
(Dept) of Fisheries. Progress report 


no. 
sn78-5338 


9066 

WASHINGTON. MARINE FISH PROGRAM. The 1984 
Washington trawl landings by Pacific 
Marine Fisheries Commission and_ State 
bottomfish statistical areas [by] Brad 
Pattie. 1966: 11, 50 p. 
(Dept. of Fisheries. Progress report 
no. 246) 

sn78-5338 
Fisheries--statistics--Washington 


9067 

WASHINGTON. MUNICIPAL RESEARCH COUNCIL. 
Handbook for Washington town officials, 
municipalities of the fourth class [by 
Paul E. Sullivan, xy Rev. Seattle, 1987. 
v, 200 p. ill. (Municipal Research and 
ee Center of Washington. Report 
no. 

Issued in cooperation with the 
Municipal Research and Services Center of 
— and Association of Washington 

es. 

$10.00; available from: Municipal 
Research and Services Center of 
Washington, 4719 Brooklyn Avenue, N. E., 
Seattle, WA 98105-4410. 

88-620965 
Municipal incorporation--handbooks, 
manuals, etc.--Washington 


9068 

WASHINGTON. MUNICIPAL RESEARCH COUNCIL. 
Proceedings of the Washington State 
Association of Municipal Attorneys' annual 
conference. 3ist; June 18-19, 1987. 
Seattle. xvi, 182 p. ill. {restores} 
Research and Services enter of 
Washington. Information bulletin no. 446 

Issued in cooperation with the 
Municipal Research and Services Center of 
Washington. 

Legal notes. 

00; available from: Municipal}, 
Research and Services Center o 
Washington, 4719 Brooklyn Avenue, N. E., 
Seattle, WA 98105-4410. 


City attorneys--congresses 


9069 
WASHINGTON. OFFICE OF FINANCIAL 
MANAGEMENT. Comprehensive annual financial 
report. 1986/87. Olympia. iv, 139 p. ill. 
Report year ends June 30. 
87-654374 
Finance, Public--Washington 


9070 
WASHINGTON. OFFICE OF FINANCIAL 
MANAGEMENT. Organization of Washington 
State government based on gubernatorial 
appointment authority. [Olympia] 1987. 


State governments--Washington 
Administrative agencies——Washington 


9071 

WASHINGTON. OFFICE OF RADIATION 
PROTECTION. State of Washington 
environmental radiation program; annual 
report. 24th; 1985. a te by Donald S. 
Peterson and Robert R. Mooney. Olympia. 
various pagings. il]. annual. 
Radioacti lluti 

adioactive ution--Washi n 
Radiation_-Washington 
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9072 
ee. OFFICE OF THE ATTORNEY 
RAL. Charitable trust directory. 
oct: i, 265 p. annual. 


77-642321 
Charitable uses, trusts, and foundations-- 
directories--Washington 


9073 
WASHINGTON. OFFICE OF THE ATTORNEY 
GENERAL. Crime victim assistance. Olympia 
(1987] folder. ill. 


Victims of crimes--Washington 


9074 
WASHINGTON. OFFICE OF THE ATTORNEY 
GENERAL. Office of the Attorney General. 
(Olympia, c1986] folder. ill. 


Attorneys-general--—Washington 


9075 
WASHINGTON. OFFICE OF THE ATTORNEY 
GENERAL. consumer and _ Business Fair 
Practices s wise to know 
law, a summary of 
re law. 


Automobiles--maintenance and repair-- 
Washington 
Consumer education--Washington 


9076 
WASHINGTON. OFFICE OF THE ATTORNEY 
GENERAL. Consumer and Business Fair 
Practice vision. S$ Wise to .Know 
: y-saving devices. 
Olympia [1986] 7 p. iL 


Energy conservation--Washington 
Consumer education--Washington 


9077 
WASHINGTON. OFFICE OF THE ATTORNEY 
GENERAL. Consumer Business Fair 


Practices vision. s wise to know 
about: camping club information, a_ summary 
of Washington State's omg club act. 
Olympia [c1986, 1987] folder 

Available from: Consumer Edusation and 
Information, Attorney General's Office, 
eee Dexter Horton Building, Seattle, WA 


Camping--Washin 
Consumer educat. -- Washington 


9078 

veeneetee. OFFICE OF THE ATTORNEY 
Consumer _and Business Fair 
Practices “Division. It's wise to know 
collection agencies. Olympia ° (1986) 

folder. ijl. 
Available from: Consumer Education and 
Information, Attorney General's Office, 
mae Horton Building, Seattle, WA 


Collection agencies—-Washington 
Consumer education--Washington 


9079 

WASHINGTON. OFFICE OF THE ATTORNEY 
GENERAL. Consumer and Business Fair 
Fractices vision. S$ wise now 
: pyramid 
iafornation or consumers’ considerin 
business ventures. Olympia [c1986, 1987 

folder. ill. 
Available from: Consumer Education and 
Information, Attorney General's Office, 
poe My Dexter Horton Building, Seattle, WA 


Multilevel marketing--Washington 
Consumer education--Washington 


9080 

WASHINGTON. OFFICE OF THE ATTORNEY 
GENERAL. Consumer_and Business Fair 
Practices Division. It’s wise to know 
about: 10 distance phone service. 
Olympia. {1986} folder. ill. 

Available from: Consumer Education and 
Information,. Attorney General's Office, 
me Horton Building, Seattle, WA 


Telephone--long distance-—Washington 
Consumer education--Washington 


9081 

WASHINGTON. OFFICE OF THE ATTORNEY 
GENERAL. Consumer and _ Business Fair 
Practices vision. S$ wise to know 
on, a summary of 
Washington State law on repossessions. 
Olympia [c1986, 1987] folder. ; 

Available from: Consumer Education and 
Information, Attorney General's Office, 
iiae Dexter Horton Building, Seattle, WA 


Repossession--—Washington 
Consumer education-—-Washington 
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9082 
WASHINGTON. OFFICE OF THE ATTORNEY 
GENERAL. Consumer and Business Fair 
Practices vision. S Wise to know 
about: taking further action, Small Claims 
Court, hiring an attorney, and 
Olympia [c1986, 1987)" folder. 


‘Available from: Consumer Education and 
Information, Attorney General's Office, 
Lew Dexter Horton Building, Seattle, WA 
98104. 


Small claims courts--Washington 
Consumer education--Washington 


9083 
WASHINGTON. OFFICE OF THE ATTORNEY 
GENERAL. Consumer Business Fair 
Practices vision. S$ Wise to know 
about: e orney General's Office, 
Consumer & Business Fair Practices 
omen Olympia [c1986, 1987] folder. 


Consumer education--Washington 


9084 
WASHINGTON. OFFICE OF THE ATTORNEY 
GENERAL. Consumer and Business Fair 
Practices vision 


Division. It’s wise to know 
‘about: your cancellation rights, contracts 


you can cancel. Olympia [c1987] folder. 
ill. 


Contracts--Washington 
Consumer education--Washington 


9085 

WASHINGTON. OFFICE OF THE ATTORNEY 
GENERAL. Consumer and Business Fair 
Practices Vision. a 0 do when a 
ea occurs: asic information on 
probate, wills, taxes, and_ transferring 
Olympia [1987] 29 

Available from: Consumer Education and 
Information, Attorney General's Office, 


1300 Dexter Horton Building, Seattle, WA 
98104. 


Estate planning--Washington 
Consumer education--Washington 


9086 

WASHINGTON. OFFICE OF THE STATE TREASURER. 
Annual report to the Governor and 
Legislature of the State of Washington. 
1986/87. [Olympia] v, 95 p. ill. 

Report year ends June 30. 

86-645296 

Finance, Public--Washington 


9087 
WASHINGTON. OFFICE OF THE STATE TREASURER. 
Distribution of Taylor grazing fees to 
counties. 1986/87. Olympia. [1] 1. annual. 


Grazing--Washington 
Intergovernmental fiscal relations-- 
statistics--Washington 


9088 
WASHINGTON. PERSONNEL APPEALS BOARD. 
Summary of decisions. Vol. 5; 1985/86. 
a. 72 p. annual. 

eport year ends June 30. 
84-644657 

Civil service--Washington 
Administrative procedure--Washington 


9089 
WASHINGTON. SEXUALLY AGGRESSIVE YOUTH 
PROJECT. Family centered case management 
with sexually aggressive youth [final] 
report, prepared by Ward McKenzie, Dian 
English [and] John Henderson. [Olympia 
Dept. of Social and Health Services, 
Division of Children, Youth, and Family 
Services, Region 3, 1987. xi, 82 p. ill. 
-620966 


Aggressiveness (Psychology) 

Juvenile delinquency 

Youth--sexual havior 

Sex crimes 

Social work with delinquents and criminals 


9090 
WASHINGTON. STATE ARTS COMMISSION. 
Artists-in-residence, Washington State 
My Commission. [Olympia, n. d.] 32 p. 


Cultural policy—-Washington 


9091 
WASHINGTON. STATE BUILDING CODE COUNCIL. 
Washington State regulations for barrier- 
free facilities; Chapter 51 - 10 WAC 
[adopted on November 14, 1986 and 
effective April 27, 1987] 2d ed. [Olympia, 
1987] 29 p. ill. 


Administrative agencies--rules and 

rchitecture and the physically 
handicapped--Washington 


9092 
WASHINGTON. STATE FERRIES. Sailing 
schedules, winter 1988; effective 
January 3, 1988 through March 26, 1988; 
subject to change without notice. 
[Seattle, n. d.] folder. ill 
Schedule no. 135. 


Ferries--Washington 


9093 
WASHINGTON. STATE HOSPITAL COMMISSION. 
Annual report. 1986/87. Olympia. 
Report year ends June 30. 


83-644091 
Hospitals--Washington 


9094 
WASHINGTON. STATE LIBRARY, Olympia. 
Washington libraries; public Tepe 
<r cs. 1987. Olympia. i, 85 p. ill. 
annual. 


87-658370 
Public libraries--statistics--Washington 


We 
= 
ee, 
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9095 
WASHINGTON. STATE port ERY COMMISSION. 
Annual report. [Olympia] 13 p. 
Report year ends J 
“85 5641232 


Lotteries--Washington 


9096 
WASHINGTON. [TAX POLICY AND 
ADMINISTRATION] 
Comparative State/Iocal taxes. 
is and edited by Don Taylor. 
lympia} 30 p. ill. annual. 
sn87-40118 
Taxation, State--Washington 
Local taxation--Washington 


WASHINGTON. TOURISM DEVELOPMENT DIVISION. 
1988 Washington statewide calendar of 
events. Washington State. It's a real 
experience. (Olympia, n. d.}] 66 p. ill. 


Promotion of special events--Washington 


9098 
WASHINGTON. WASHINGTON STATE UNIVERSITY, 
Pullman. Cooperative Extension. 1988 
Cranberry insect and disease control 
program [by Azmi Y. Shawa, Carl Shanks, 
and Peter R. Bristow. any Pullman [1988] 


4 p. (E[xtension] b{ulletin] 0845) 
25 cents. 


Cranberries--diseases and pests--control 


WASHINGTON. WASHINGTON STATE UNIVERSITY, 
Coo erative Extension. Chicken 
cholson ev.] Pullman 
1988, 4 ill. (EM 4705) 


Nutrition 


9100 
WASHINGTON. WASHINGTON STATE UNIVERSITY, 
Pullman. Coo rative Extension. Control of 
and Ty Clark. 
vt Pullman” (1988. 2] ill. 
1 89) 


25 cents 


Sheep-tick--control 


WASHINGTON. WASHINGTON STATE UNIVERSITY, 


Pullman. Cooperative Extension. Creep- 
~ Tambs Gates. [Pullman, 
4 p. (ER 

25 cents. 


Lambs--feeding and feeds 


9102 
WASHINGTON. WASHINGTON STATE 


UNIVERSITY, 

Cooperative Extension. oe 

other Pullman 988] folder. (Extension 
bulletin 1483) 
25 cents. 


Wheat 


9103 
WASHINGTON. WASHINGTON STATE 


UNIVERSITY, 
Pullman. Cooperative Extension. Fruit ol 
Sue Nicholson Butkus. Rev.] Pullman [19 


Nutrition 


9104 
WASHINGTON. WASHINGTON STATE UNIVERSITY, 
eader guide {by Jan 
Hiller and” Newman. 5 Pullman 
[1987] 10 4647) 


50 cents 


Four-H club projects 


9105 
WASHINGTON. WASHINGTON STATE UNIVERSITY, 


Pullman. Cooperative Extension. Live fb ey 
Sue Nicholson” Rew Putlm man [19 


4] P, eM 4710) 


Nutrition 


9106 
WASHINGTON. WASHINGTON STATE UNIVERSITY, 
utKus. 
ay P, 4703) 


Nutrition 


9107 
WASHINGTON. WASHINGTON STATE UNIVERSITY, 
Pullman. Cooperative Extension. poles 


Baum Rev.] Pullman 1988, p. 
ill. (Extension bulletin 1028) 
5S cents. 


e 


Moles (Animals) 


9108 
WASHINGTON. WASHINGTON STATE UNIVERSITY, 
Pullman. rative Extension. 
on an 
ners] Pullman folder. 
bulletin 1 1482) 
5 cents. 


Wheat 


809 

9097 

nswers, 
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9109 
WASHINGTON. WASHINGTON STATE UNIVERSITY, 
ve Extension. Russian 
S  noxia 


and Daniel Suomi 
ill. (E[{xtension 
b(ulletin] 
Insect answers. 
25 cents. 


Grain-louse 


9110 
WASHINGTON. WASHINGTON STATE UNIVERSITY, 


Pullman. Cooperative Extension. Spray 
guide for grapes in on. 1988. [By 
representatives of Washington State 


University and others] Pullman. 40 p. 
bulletin 0762) 


Grapes--diseases and pests--Washington 


9111 
WASHINGTON. WASHINGTON STATE UNIVERSITY, 
Pullman. Cooperative Extension. Spray 
gu e for tree fruits in eastern 
ashington. 1988. [By representatives o 
Washington State University and others 


Pullman. 89 p. ill. annual. (Extension 
0419) 


Spraying and dusting in agriculture-- 
Washington 
Fruit--diseases and pests-—-Washington 


9112 
WASHINGTON. WASHINGTON STATE UNIVERSITY, 


Pullman. Cooperative Extension. Weed 
control on re hts-of-way [by D. G. Swan 
and others. Rev. Pullman, 1988] 26 p. ill. 
(Extension bulletin 0669) 

50 cents. 


Roads--right-of-way--Washington 
Weeds--control 


9113 

WASHINGTON. WASHINGTON STATE UNIVERSITY, 
Pullman. Engineeri Extension Service. 
Proceedings of the Road 
Clinic. 38th; 1987. Prepared by 
Conferences & Institutes, Washington State 
Sponsored by Washington State 
University College of Engineering & 
Architecture and University of Idaho 
College of Engineering. Pullman. 
xi, 228 & ill. 

$20.00; add $5.00 USA & Canada, air 
shipment; add $10.00, air shipment other 
foreign addresses; available from: 
Proceedings, Conferences and _ Institutes, 
Washington State University, 208 Van Doren 
Hall, Pullman, WA 99164-5222. 

57-63312 

Road Builde.s' Clinic (Washington) 
Roads--congresses 


9114 
WASHINGTON. WATER RESEARCH CENTER. Water 
ality benchmarks in the north Cascades, 
By William H. Funk and [others] Co- 
investigators: Christen P. Larsen |and 
others. Pullman] 1987. vi, 83 p. ill. 
(Report 68) 


Water quality--Washington 
WEST VIRGINIA 


9115 
WEST VIRGINIA. GEOLOGICAL AND ECONOMIC 
evens Mountain State geology. 1988. 
en 40 p. ill. annual. 
ree. 


78-646621 
Geology--West Virginia 
Archaeology--West Virginia 


9116 
WEST VIRGINIA. LEGISLATURE. House of 
Representatives. Journal. 
regular session, 1987. 
[Charleston] 2 v. 
50-38536 
Legislative journals--West Virginia 


9117 
WEST VIRGINIA. LEGISLATURE. . West 
Virginia blue book. Vol’ ; 1986. 
Compiled and edited by Todd C. Willis.- 
Bethel Adkins and Karlc. Lilly, 
associates. Charleston, Jarrett Printing 
Co. viii, 1147 p. ill. annual. 
16-11743 


State manuals--West Virginia 
9118 
WEST VIRGINIA. LIBRARY COMMISSION. Annual 
report. 1986/87. Charleston. 29 p- ill. 
A57-993 
Libraries--West Virginia 
State libraries--West Virginia 


9119 
WEST VIRGINIA. LIBRARY COMMISSION. 
1987. [Charleston] 


1 
p. ill. ann 
74-645697 
Library statistics--West Virginia 


9120 
WISCONSIN. RESOURCE 


MANAGEMENT DIVISION. Environmental 
Evaluation Section. Agricultural impact 
statemen or "E" reconstruction 
CTH "F" - CTH "O", Kewaunee _ County [by 
Carl E. Fredericks. Prepared by State o 
Wisconsin Dept. of Agriculture, Trade & 
Consumer Protection under Section 32.035 
Wisconsin statutes. Madison] 1988. 
p. 


Road construction--environmental aspects-—- 
Wisconsin--Kewaunee County 


q 
810 
4 
WISCONSIN 


9121 
WISCONSIN. AGRICULTURAL RESOURCE 
MANAGEMENT DIVISION. Environmental 
Evaluation Section. ricultural Impac 
statement for Fort Atkinson Municipal 
Airport, Jefferson County [by David A. 
Carlson. Prepared by State of Wisconsin 
Dept. of Agriculture, Trade & Consumer 
Protection under Section 32.035 of the 
—_— statutes. Madison, 1988] 9 p. 


Airports--environmental aspects-- 
Wisconsin--Fort Atkinson 


9122 
WISCONSIN. CENTER FOR HEALTH STATISTICS. 
tes statistics. 1985. Madison. 75 p. 
annual. 


88-641289 
Vital statistics--Wisconsin 


9123 

sconsin's plannin es: the sequel. 
(Madison, 1987] ill. 


Educational planning--Wisconsin 


9124 
EDUCATIONAL COMMUNICATIONS 
BOARD. Biennial operational budget 
request. 1985/87. Madison. 103 1. ill. 

On cover: Program: educational 
technology; goal: design and implement 
learnin systems 
telecommun technolo 
economies of network programming. 

-640736 
Educational broadcasting--Wisconsin 
Education--finance--Wisconsin 


9125 
WISCONSIN. GEOLOGICAL AND NATURAL HISTORY 
SURVEY. A guide to groundwater qualit 
planning and management for loca 


ove 
Roy epmments, [by] 
Saeatanec. Madison, 1987. ix, 91 p. ill. 
(Special report 9) 

Issued in cooperation with the Dept. of 
Natural Resources. 

Dept. of Natural Resources. Wisconsin's 
groundwater management = report no. 12. 

88-620977 

Water management--Wisconsin 


Water, Underground--Wisconsin 
9126 
IN. GEOLOGICAL AND NATURAL HISTORY 
Precambrian petrcleum potential, 


Wisconsin and Michigan. Edited by M. G. 
Mudrey, Jr. with contributions from 
Donald M. Davidson, Jr. {and others] 
Madison, 1986. v, 85 p. ill. (Geoscience 
Wisconsin. Vol. 11) 

88-620978 


Petroleum--Wisconsin 
Petroleum--Michigan 
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9127 
WISCONSIN. LAWS, STATUTES, ETC. 
Commissioner's manual for State banks: 
laws, regulations, and interpretations. 
(Madison, n. various pagings. 
Title on spine: Commissioner's manual. 
88-620979 


Banking law--Wisconsin 


9128 
WISCONSIN. WISCONSIN ACADEMY OF SCIENCES, 


ARTS, AND LETTERS. Transactions. Vol. 75; 
1987. [Madison] v, 129 


Cultural policy--Wisconsin 


9129 
WYOMING. AERONAUTICS COMMISSION. Annual 
report. 1984/85. (Cheyenne) 9 ill. 
Report year ends Jun 
79- 644129 


Aeronautics--Wyoming 


9130 
WYOMING. AERONAUTICS COMMISSION. Wyomin 
State airport lan [update] 
repared by Isbill Associates, Inc. an 
arjorie Hanley & Associates for Wyomin 
Aeronautics Commission and the Federa 
Aviation Administration. [Cheyenne] 
1984 [-85] 6 v. in 7. ill. 


Contents. ---v. 1. Inventory. ---v. 2. 
Forecasts. ---v. 3. Recommended system 
plan: action program. ---v. 4. Estimating 


the inne benefits of airports: a 


user's ry ---v. 5. Airport land use 
compat bility guidelines. --~v. 6. 
Regional airline service study. 


88-620971 
Airports--planning--Wyoming 


WYOMING. AERONAUTICS * COMMISSION. Wyoming 
State airport system plan update; 
executive prepared by Isbill 
Associates, Inc. Marjorie Hanley 

Associates for Aeronautics 
Commission and the Federal Aviation 
essa [Cheyenne] 1985. 49 p. 


9132 
WYOMING. TURAL EXPERIMENT STATION, 
Laramie. Annual Research & Extension 
Centers progress report. 2d; 86. 
(Laramie] 201 (Blulletin 885) 
People, crops, soils, 


Agriculture--research-—Wyoming 


811 
| = 
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9133 
WYOMING. AGRICULTURAL EXPERIMENT STATION, 
Laramie. Conducting a rangeland 
y Robert E. Pfadt and Donald M. Hardy. 
Laramie, 1987. 11 p. ill. (Blulletin]-882) 


Locusts--control--Wyoming 
Spraying and dusting in agriculture-- 
Wyoming 


9134 
WYOMING. AGRICULTURAL EXPERIMENT STATION, 
Laramie. Credit for Wyoming agricultural 
and commercial sectors: the scope and size 
of public lending programs vy) Andrew 
Vanvig and Alan Collins. [Laramie] 1987. 
37 p. ill. (Blulletin]-880) 


Agricultural credit--Wyoming 


9135 
WYOMING. AGRICULTURAL EXPERIMENT STATION, 
Laramie. Marketing Wyoming cattle 
including average prices of cattle an 
calves, eastern Wyoming and western 
Nebraska, 1968-1986, by W. Gordon Kearl. 
{Laramie] 1987. ii, 24 p. (B[ulletin]-891) 
People, crops, soils, livestock. 


Cattle--prices--Wyoming 


9136 
WYOMING. AGRICULTURAL EXPERIMENT STATION, 
Laramie. Research in weed science, 1986 
report [by] Stephen D. Miller 
Jan others] Conducted by the Weed Science 
ection of the Dept. of Plant Science, 
Cnigaretty of Wyoming. [Laramie, 1987] 
v, 162 p. ill. (Blulletin]-886) 
People, crops, soils, livestock. 


Weeds--research 


9137 
WYOMING. AGRICULTURAL EXPERIMENT STATION, 
Laramie. Wyoming conservation tillage: 
progress report, dryland winter wheat 
demonstrations [by] James M. Krall and 
Daniel M. Smith. [Laramie, 1987] 23 p. 
(B[ulletin]- 892) 


Conservation tillage--Wyoming 
Wheat--Wyoming 


9138 
WYOMING. AGRICULTURAL EXPERIMENT STATION, 
Laramie. Wyoming farm/ranch land market: 
1984-86 [by] Andrew Vanvig and Stephen V. 
Gleason. Laramie, 1986. 33 p. ill. 
(Research journal 179) 

88-620972 

Farms--valuation--Wyoming 


9139 


WYOMING. DEPT. OF ADMINISTRATION AND 
FISCAL CONTROL. Statistics and Research 


Division. State of W —" annual report. 
T986787. ill. 


. [Cheyenne] 7 v. 

Report year ends June 30. 

Contents. ---v. 1. Introduction, table 
of contents, index, reports 
of elected officials. ---v. 2. General 
government. ---v. 3. Hospitals, health, 
and social services. ---v. 4. Higher 
education, libraries, museums, manpower 
services, recreation and travel. ---v. 5. 
Safety and regulation, transportation. 
---v. 6. Resources. ---v. 7. Resources, 
correction and law enforcement, 
professional and commercial licensing. 

74-645089 
Administrative agencies--Wyoming 
State governments--Wyoming 


9140 
WYOMING. DEPT. OF ENVIRONMENTAL QUALITY. 
Annual report. 1986/87. [Cheyenne] 
iii, 58 p. ill. 
Report year ends June 30. 
75-646210 
Environmental protection--Wyoming 


9141 

WYOMING. DEPT. OF LABOR AND STATISTICS. 

ivision o Research and_ Statistics. 

ate yoming Characteristics 0 
recordable occupational injuries and 
illnesses. 1986. fcheyenne] ii, 58 p. ill. 
annual. 

Issued in cooperation with the U. S. 
Bureau of Labor Statistics. 
80-644064 

Industrial accidents—-Wyomin: 
Occupational diseases--Wyoming 


9142 
WYOMING. EMERGENCY MANAGEMENT AGENCY. 
Proceedings of the 1986 annual conference, 
Western States Seismic Policy Council 
{held] October 15-17, 1986 [at] Jackson, 
Wyoming. Hosted by Wyoming Emergenc 
Management Agency. Sponsored by Federa 
Emergency Management Agency. Editor: 
Deborah A. Epps. [Cheyenne, pn. d.] 


x, 358 p. ill 
88-620973 
Earthquakes--congresses 


9143 
WYOMING. FISH DIVISION. 1984 Glendo 
walleye spawning report; administrative 
report, project: Glendo walleye spawn [by] 
Steve Gnagy. [Cheyenne] 1984. 5 1. ill. 


Fish-culture--Wyoming 


9144 
WYOMING. FISH DIVISION. A fishery and 
habitat survey of the Box Elder Creek 
drainage, Converse County, Wyoming; 
administrative report, roject: 
5586-01-820 {byl Curt Meyer. [Cheyenne] 
1986. 16 p. ill. 


Fishing surveys--Wyoming--Converse County 
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9145 
WYOMING. FISH DIVISION. Grey's River 
electrofishing results, mnt 
administrative report [by] 
Mark Fowden. [Cheyenne] 1987. 10 p. ill. 


surveys-- River 
Electric fishing--Wyoming--Grey's River 


9146 
WYOMING. FISH DIVISION. Growth regimes of 
fish carried at Daniel Fish Hatchery; 
administrative a's project: fish 
byl Rodeny D.° Kunze. [Cheyenne] 


Fish-culture--Wyoming 


9147 
WYOMING. FISH DIVISION. North Platte River 
above Seminoe Reservoir, stock estimates; 
administrative report by} Steve Yundt and 
Tom Annear. [Cheyenne 87. 33 p. ill. 


Fisheries-—--Wyoming--North Platte River 


9148 
WYOMING. FISH DIVISION. Trout standi 
stock estimates, Big Creek, A-A Ranch, 
1982 and 1986; completion report [by 
Steve Yundt and Mark Fowden. [Cheyenne 
1987. 18 p. ill. 


Trout--Wyoming--Big Creek 


WYOMING. [GAME DIVISION] Annual big game 

mare unit reports; District III. 1986. By 
ruce Johnson, [and] Bob 

Williams (Cheyenne] i p. ill. 


Big game animals--Wyoming 


her Bohne [and] Bill Rudd. [Cheye 


794 p. ill. 
80-643903 
Big game animals—-Wyoming 


WYOMING. [GAME DIVISION] Annual bt game 
herd unit reports; District VI. 6. 

Joe Nemick, John Emmerich [and] eres 
Hiatt. [Cheyenne] 481 p. ee 


-643903 

Big game animals--Wyoming 

152 
WYOMING. (cans DIVISION) Annual 
game an small game, District V; 
completion reports. 1986. By Joe Bohne 
[and] Bill Rudd. [Cheyenne] ill. 

86-649577 


Upland game bird management--Wyoming 


9153 
WYOMING. DIVISION] Annual i Upland 
game an small gare, Distri 
completion reports. 1986. By Joe Nemick, 
John Emmerich [and] Greg Hiatt. [Cheyenne] 
unpaged. ill. 

86-649577 


Upland game bird management--Wyoming 


9154 
WYOMING. PERSONNEL DIVISION. State of 


Wyoming performance appraisal systes; 
executive summary for agency 


ieaveeenes by Morris and McDaniel, Inc. 
heyenne, c1986] iii, 39 p. ill. 


Employees, Rating of---Wyoming 


9155 

WYOMING. SECRETARY OF STATE. Annual 

report. 1986/87. [Cheyenne] 41 p. ill. 
Report year ends June 30. 


Secretaries of State (State governments)-- 
Wyoming 


9156 
WYOMING. STATE DEPT. OF EDUCATION. Parent 
handbook of educational rights for 
children. [Cheyenne, pn. d.] 
p. 


Handicapped children--education-- 
handbooks, manuals, etc.--Wyoming 


9157 
WYOMING. STATE HIGHWAY DEPT. Planning 
Branch. Transportation Surveys A 
AUTOMATIC recorder Teper recorder report. 1957. 
[Cheyenne] 10 p. ill. annual. 


62-63607 
Traffic flow--statistics--Wyoming 


WYOMING. UNIVERSITY. OF WYOMING, 
Cooperative Extension Service. 
weevil Management in Wyoming, by 
Gholson & William Stump. 
[2] p. ill. (B-823) 

no. gntegrated pest management series 


Alfalfa weevil--control--Wyoming 


OF WYOMING, 
or omin: 


ill 
Integrated pest management series 
no. 3. 


Alfalfa--diseases and pests--control 


9160 
WYOMING. UNIVERSITY OF WYOMING, Laramie. 
Cooperative Extension Service. Choosing a 
child Care center [by] Joy Warren. 
n. d.] 6 p. 


Day care centers 


i 

4 

| | 
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9161 
WYOMING. UNIVERSITY OF WYOMING, Laramie. 
Cooperative Extension Service. Contro ng 
creosote an olTution from woo 
stoves [by] Michael McNamee. [Laramie] 
1987. 3 p. ill. (B-877) 


Stoves, Wood 


9162 
WYOMING. UNIVERSITY OF WYOMING, 
Cooperative Extension Service. Paar ccan 
as sics to field curin hay, by 
David W. Koch and Larry G siocn. Laramie, 
1987. [2] p. ill. (B-887) 


Hay--drying 


9163 
WYOMING. UNIVERSITY. OF WYOMING, }aranie. 
Cooperative Extension Service. Effects 0 
e service on cas ows and ‘“e- to 
oy for cash crop farms [b 
amie] 1986. 16 p. 
B-873) 


Agriculture--economic aspects 


E. Agee. 
batene on 


9164 

WYOMING. UNIVERSITY OF WYOMING, Laranie. 
Cooperative Extension Service. Evaluation 
oF Phe integrated pest management program 
in Fremont County, Wyoming, by C. Nelson 
{others. Laramie] 1987. 32 p. 

pest management series 
no. 5. 


Pests--integrated control--Wyoming-- 
Fremont County 


9165 
WYOMING. UNIVERSITY OF WYOMING, Laranie. 
Coo erative _ Service: 
reenhouse cNamee. 
Laramie] 1986. >. ‘B-861) 


Greenhouses 


9166 
WYOMING. UNIVERSITY OF WYOMING, Laramie. 
Cooperative Extension Service. How urn 
—, Sagebrush: a checklist, by Michael A. 
mith, J. Daniel Rodgers [and Jerrold L. 
Dodd. [Laramie] 1987. folder. (B-871) 


Sagebrush 


WYOMING. UNIVERSITY. OF WYOMING, Laramie. 
Cooperative Extension Service. ointe 
[by] Ste and Tom 

hitson. (Laramie, n 311. 
Hh 875) 


Winter wheat 
Weeds 


9168 
WYOMING. UNIVERSITY OF WYOMING, 
Cooperative Extension Service. 
for an (almost) painless move, b 
Shaffer Glass. [Laramie] 1987. 15 p. 
(B-881) 


Moving, Household 


9169 
WYOMING. UNIVE] ITY OF WYOMING, Laramie. 


Cooperative Exte sion Service. Poplar bud- 
*erett Spackman. Laramie 
n.d. 1. i (b-848) 

Pes 


Poplar--diseases and pests 


WYOMING. UNIVERSITY OF WYOMING, e. 
tension Service. Ranc any 
2 p. 


{Laramie, .n. d.] 


Stress (Psychology) 
Farm management 


9171 
WYOMING. UNIVERSITY OF WYOMING, Laramie. 
Cooperative Extension Service. Snow mo 
oF turfgrass, by Don Roth. [Laramie] 1986. 
[2] p. il]. (B 868) 
Turfgrasses--diseases and pests 


OF WYOMING, Laramie, 
Extension Service. ariety 
selection, auer. Laramie, 
1986. p. ill. “810) 
Agronomy fac 


Field corps 


9173 
WYOMING. UNIVERSITY OF WYOMING, 
Cooperative Extension Service. Working 
with agricultural lenders: understanding 
the loan —— process, by David Vaske. 
Laramie, 1987. 48 p. (B-874) 


Agricultural credit 


9174 
WYOMING. UNIVERSITY OF WYOMING, Laramie. 
Cooperative Extension Service. Wyoming 
alfalfa variety performance trials, by 
Joseph Lauer, Wayne Horton, and Larry 
Gholson. [Laramie] 1987. [2] p. (B-872) 


een pest management series 
no. 


Alfalfa-—-varieties--Wyoming 


= 
4 
4 
: 
f 


9175 

WYOMING. UNIVERSITY OF WYOMING, 

C perative Extension Service. De 
: osts 0 ducing 


a B Horn Basin area, 
oning, 1986: ‘exam fie case farm budgets 
D. Agee. Laramie] 1987. 13 p. 
University of Wyoming. Cooperative 
Extension Service. Cooperative Extension 
bulletin 897) 


Alfalfa--Wyoming 


WYOMING. UNIVERSITY OF WYOMING, 
Cooperative Extension Service. 
c ur cs. Dairy farming 
e area of Wyoming: 


descri tive anal} Rie of four case 
1986 Poy gee. Laramie] 1987. 15 p. 
(University: “of Wyoming. Cooperative 
xtension Service. Extension bulletin 899) 


Dairying--economic aspects--Wyoming 


WYOMING. UNIVERSITY OF WYOMING, 
Cooperative Extension Service. 

cs. Timing of c cow 
mar ordon 4 Laramie, 
1987, 4 (Universit 
Cooperative Serv 878 


Cattle trade 


178 

WYOMING. UNIVERSITY OF WYOMING, 
Cooperative Extension Service. 

men ne cost analysis 

oming tewardship Program, by 
Seff “Pomel and Daniel odgers. 
Laramie, 1987. 23° p. (University of 
Ryoning. Cooperative Extension Service. 
Range management--Wyoming 


ASSOCIATION OF STATE OFFICIALS AND 
REGIONAL 


179 
Costs of ootinaunine and operating a 
small and large size container 


Phillips. (Prepared] for Southern 
Research Project S-103. [Auburn] Auburn 
University, Dept. of Research Information, 
Alabama Experiment Station, 
1987. Southern 
coo ative series bulletin 327 
ssued by the agricultural by 
stations and agencies of Alabama, 
Arkansas, Florida, Georgia, Illinois, 
Kentucky, Louisiana, Mississippi, New 
York, Ohio, Oregon, Pennsylvania, 
Tennessee, Tennessee Valley 
Authority--Agricultural Institute with the 
ere Regional Research Project S-103 
Dent. of Agriculture. 
rom outside States should be 
addressed to: Alabama 
ee Station, Auburn University, AL 


56-23692 
Nurseries aspects 
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Genetics and Edited 

Rex A. Dunham dj] R. Oneal 
Smitherman. [Prepare for Southern 
Regional Research: Project S-168. [Rev. 


Auburn] Auburn bistearenty, Dept. of 
Research Information, Alabama Agricultural 
Experiment Station, 1987. vi, 20 2 
ope cooperative series bulletin 
no. 
Issued by the Southern region 
agricultural experiment stations in 
cooperation with the Southern —— 
Research Project S-168 and U. S. Dept. of 
Agriculture. 

$1.50; requests from outside oamee 
should be addressed to: Alaba 
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University, AL 36849. 
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Compact Commission regional management 
plan draft report. 
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Information Center. — bonding or 
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Address: 592 Tenth Street, N. W., 
Atlanta, GA 30318-5790. 

88-620981 

College costs--Southern States 


9189 
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Division of Planning and Operations. 
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SUSQUEHANNA RIVER BASIN COMMISSION. 
Resource ent Frotection 

vision. eSap ase: 
documentation of "historical data in the 
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Robert E. Edwards. Harrisburg, Pa., 
various pagings. ill. (Susquehanna River 
Basin Commission. Publication no. 106) 
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SUSQUEHANNA RIVER 2 BASIN COMMISSION. 

Resource ment and Protection 
Vision. ent monitoring o e lower 
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Brevarss by Jerrald R. Hollowell. 
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River Basin Commission. 
blication no. 108) 
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SUSQUEHANNA RIVER BASIN COMMISSION. 
Resource Quality Managenent and Protection 
vision. Keview of New York's Section 
Water quality management plan & 
Pennsylvania's comprehensive water quality 
management plan for interstate streams, 
prepared by Charles Takita. Harrisburg, 
Pa., 1985. iii, 41 p. ill. (Susquehanna 
River Basin Commission. Publication 
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88-620982 
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STATE LIBRARY SURVEYS, STUDIES, WEST VIRGINIA. LIBRARY COMMISSION. Annual 
MANUALS, AND STATISTICAL REPORTS report. 1986/87. Charleston, 2 29 As ill. 


Libraries--West Virginia 
State libraries--West Virginia 


INDIANA. INDIANA UNIVERSITY, 
Libraries. Issues in tTresearc 
librarianship; proceedings of a forum WEST VIRGINIA. LIBRARY CCMMISSION 
feeid) | Joey ril 1987. Co-sponsored by Statistical report. 1987. [Charleston] 
di U eT Libraries ee Indiana 22 p. ill. annual. 
University Sch ool of Librar and 74-645697 
— Science. Bloomington 119879] Library statistics--West Virginia 
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NEVADA. STATE LIBRARY AND Division. Nevade 
ity. Develo 4 visio eva 
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‘city. 
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NEW MEXICO. STATE LIBRARY, SB fe. New 
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of Library Development. Public an 
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OHIO. BOARD OF REGENTS. Academic libraries 
in Ohio: progress through 
storage, and technology: the 
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SOUTH CAROLINA. STATE LIBRARY, Columb 
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